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SECTION 4 


TROUBLE SHOOTING 


4-1. LOGICAL TROUBLE SHOOTING. 


a. GENERAL. - Certain techniques are 
very useful when trouble shooting the radio set. 
The first step is to check front-panel controls 
and indicators in an effort to localize the trouble. 
Check all test meter indications for every test 
meter switch position on applicable units and 
compare the results with the normal indications 
listed intables 3-11 through3-15. Begin the search 
for the cause of a trouble with a thorough inspec- 
tion of the power supply units. Measure the volt- 
ages at all power supply front-paneltest points. If 
a voltage reading is outside the specified limits, 
proceed to localize the cause toa defective assem- 
bly or part within the defective power supply. If all 
the power supply output voltages are normal, pro- 
ceed to check each unit comprising the radio set. 
If the trouble is caused by improper synthesizer 
outputs, check the 1-MC frequency standard inthe 
amplifier because it is a likely cause of this 
trouble. If the 1-MC frequency standard is found to 
be operative, check the internal circuits of the 
synthesizer by using its built-in test facilities. 
Table 4-1 is across reference indexofthe trouble 
shooting and maintenance paragraphs. 


If the trouble is present while operating in 
the automatic mode, change to manual operation 
and observe results. If the trouble is eliminated, 
it is probably caused by a defective autotune sys- 
tem or switching assembly and all subsequent 
trouble shooting should be in this area. If the 
trouble persists, follow the instructions given in 
this section to localize and remedy the cause. 


b. SYMPTOM RECOGNITION. - This is 
the first step in the trouble-shooting procedure 
and is based on a complete knowledge and under- 
standing of equipment operating characteristics. 
All equipment troubles are not the direct result 
of component failure and allconditions of less than 
peak performance are not always apparent. There- 
fore, a trouble in an equipment isnotalways easy 
to recognize. This type of equipment trouble is 
usually discovered while accomplishing preven- 
tive maintenance procedures, suchas the POMSEE 
checks. It is important that the "not so apparent" 
troubles, as well as the apparent troubles, be 
recognized. 


c. SYMPTOM ELABORATION. - After 
an equipment trouble has been "recognized", all 
available aids designed into the equipment should 
be used to further elaborate on the original trouble 
symptom. Use of front-panel controls and other 
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built-in indicating or testing aids should provide 
better identification of the original trouble symp- 
tom. Also, checking or otherwise manipulating 
the operating controls may eliminate the trouble. 


d. LISTING PROBABLE FAULTY FUNC- 
TION. - The next step in logical trouble shooting 
is to formulate a number of "logical choices" as 
to the cause and likely location (functional sec- 
tion) of the trouble. The "logical choices" are 
mental decisions which are based on knowledge 
of the equipment operation, a full identification of 
the trouble symptom, andinformation contained in 
this manual. The overall functional description 
and its associated block diagram should be re- 
ferred to when selecting possible faulty functional 
sections. 


e. LOCALIZING THE FAULTY FUNC- 
TION. - For the greatest efficiency in localizing 
trouble, the functional sections which have been 
selected by the "logical choice'' method shouldbe 
tested in an order that will require the least time. 
This requires a mental selection to determine 
which section to test first. The selection should 
be based on the validity ofthe "logical choice" and 
the difficulties in making the necessary tests. If 
the tests do not prove that functional section to be 
at fault, the next selection should be tested, and 
so on until the faulty functional sectionis located. 
As aids in this process, the manual contains a 
functional description and a servicing block dia- 
gram for each functional section. Waveforms (or 
other pertinent indications) are included at signi- 
ficant check points on servicing block diagrams 
to aid in isolating the faulty section. Also, test 
data (such as information on control settings, 
critical adjustments, and required test equipment) 
are supplied to augment the functionaldescription 
and servicing block diagram for each functional 
section. 


f. LOCALIZING TROUBLE TO THE 
CIRCUIT. - After the faulty functional section 
has been isolated, it is often necessary to make 
additional "logical choices" as to which group of 
circuits or circuit (within the functional section) 
is at fault. Servicing block diagrams for each 
functional section and individual functional circuit 
groups (when required) provide the signal flow 
and test location needed tobracket and thenisolate 
the faulty circuit. Functional descriptions, sim- 
plified schematics, and pertinent test data for 
individual circuits or groups of circuits com- 
prising the functional section are all placed 
together in one area of the manual. 
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g. FAILURE ANALYSIS. — After the 
trcuble (faulty component, misalignment, etc.) has 
been located (but prior to performing corrective 
action), the procedures followed up to this point 
should be reviewed to determine exactly why the 
fault affected the equipment in the manner it did. 
This review is usually necessary to make certain 
that the fault discovered is actually the cause of 
the malfunction, and not just the result of the 
malfunction. 


4-2. RADIO TRANSMITTING SET AN/FRT- 
24A, OVERALL FUNCTIONAL DESCRIP- 
TION, 


a. Radio Transmitting Set AN/FRT-24A 
(see figure 4-1) is a general purpose, quick shift, 
remotely controlled single sideband radio trans- 
mitter which operates over the 2- to 30-MC fre- 
quency range. The transmitter covers this range 
in eight bands. The transmitter canoperate in any 
of five modes of emission: continuous wave tele- 
graph (CW, Al); amplitude modulated telephony 
(compatible AM upper sideband with carrier, 
A3a); double sideband (two independent sidebands, 
A3b); single sideband (upper or lower sideband 
suppressed carrier, A3j), and frequency shift 
keying (FSK, F1). Mode and frequency selection 
can be accomplished automatically by dialing the 
correct sequence on a telephone-type dial switch 
at the transmitter controls during remote opera- 
tion, or manually by operating the appropriate 
front-panel controls and switches. Automatic 
antenna programming is also provided. 


b. The RF carrier signals are generated 
in synthesizer 1A6. The synthesizer produces 
main output signals in the 17.75- to 35.6-MC 
frequency range and auxiliary signals of 1.75 MC 
and 100 KC, The synthesizer outputs are locked 
to a stable (1 part in 108 per day) 1-MC frequency 
standard signal generated in amplifier 1A2. Pro- 
visions are incorporated, at the bottom of the 
right-hand rack, for direct connections of an ex- 
ternal 1-MC or 5-MC reference signal. The three 
synthesizer outputs are applied to converter 1A3, 
The 17.75- to 35.6-MC input to the converter is 
properly divided to produce the transmitter op- 
erating frequency range of 2 to 30 MC. The 1,75- 
MC input to the converter is applied to two ba- 
lanced modulators; one for the upper sideband 
and the other for the lower sideband, Each ba- 
lanced modulator also receives the applicable 
upper or lower sideband speech or keying signals 
from the amplifier. The modulated 1.75-MC output 
of each balanced modulator is applied to two 
separate sideband combiners. The outputs of the 
combiners are applied to a balanced mixer 
together with the 2- to 30-MC carrier frequency. 
The modulated carrier frequency isamplified and 
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applied through patch panel 1A13A3, to RF assem- 
bly 1A8 for final amplification and eventual appli- 
cation to the antenna, 


ce. Amplifier 1A2 receives mode selec- 
tion information and provides the required speech 
or keying signals to converter 1A3. During remote 
operation, the mode selection and speech or keying 
signals are supplied to the amplifier from trans- 
mitter controls 2 and 3. During local operation, 
all speech signals are produced in the amplifier 
in accordance with the selected mode of emission. 
Two front-panel audio voltmeters continuously 
monitor the level of modulating signals applied to 
the converter, 


d. Tuning, mode selection, and frequency 
selection can be accomplished automatically or 
manually. During remote automatic operation, 
control of the transmitter is from the transmitter 
controls. Automatic tuning is achieved bya single 
motor in the autotune system of RF assembly 1A8 
which responds to dial pulse information from the 
transmitter controls through dial control1A1. The 
motor operates a series of single turn drive heads 
which operate the various controls accordingly. 
Automatic mode selection is accomplished by a 
series of relaysinthe converter, amplifier, trans- 
mitter cabinet and dial control, which activate in 
response to the dial pulse information, Automatic 
frequency selection is accomplished at the trans- 
mitter controls by dialing the correct sequence 
for the desired frequency channel. Selection of 
any 10 preset frequencies (channels) can be 
achieved in this manner, Visual indication of the 
selected channel is provided at the synthesizer 
front panel. During local automatic operation, 
channel selection is made by a front-panel switch 
on the RF assembly. Remote/local selection is 
made at power control 1A9. During manual opera- 
tion, the automatic system is de-activated and the 
transmitter tuning, mode, and frequency selection 
is accomplished by proper operation of the front- 
panel controls and switches. 


e. Operating and control voltages are pro- 
vided by four separate power supplies. Exciter 
power supply 1A7 supplies DC, filament, and 
control voltages to amplifier 1A2 and converter 
1A3, Synthesizer power supply 1A4 supplies 
operating voltages to synthesizer 1A6. LV supply 
1A11 provides +620 VDC and +83V to the low 
level stages of RF assembly 1A8, and HV supply 
1A10 provides +3000 VDC and +630 VDC to the 
high level output stages of the RF assembly. Forced 
air cooling of the high level stages is provided by 
the blower. Power control 1A9 applies the primary 
input power to the HV supply, LV supply, blower 
and service supply. The service supply applies 
power to the synthesizer and exciter supplies. The 
power control also supplies power to the autotune 
system in the RF assembly and provides facilities 
for selecting remcte or local operation. 
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1A2A1A7 Ampifier, Audio Phase detector 5-174 5-42, 5-43 
Frequency AM- assembly 
4242/FRT-24A 
LA2ZA1AT7A1 (cont) Squelch and 5-174 5-44 == 4-4d (5) 4-71 
emitter fol- 
lower assem- 
bly 2 
> 
LA2ZA1A7TA2 1-MC oscilla- 5-174 5-45 5-4b 4-4d(3) 4-71 a 
tor assembly as 
a 
LA2A1A7TA3 Phase detec- 5-174 5-46 5-4b 4-4d(5) 4-71 Oo 
tor assembly = 
=~] 
1A2A1A8 1-MC oscilla- 5-175 5-47, 5-48 5-4c 4-4d(3) 4-71 3 
tor assembly a 
<I 
1A2A1A8A1 1-MC oscilla- 5-175 5-49 -- 4-4d(3) 4-71 bos 
tor subassem- 
bly 
1A2A1A9 Audio attenu- 5-176 5-50 5-4d 4-4c 4-71 
thru ator assem- 
1A2A1A13 blies 
1A3 Converter, Ampli- Converter -- -- -- 4-5 4-72 4 
tude-Single Side- a 
Band CV-1846/ g 
FRT-24A wm 
Be 
Converter 5-177 5-52 to 5-5 -- no 
inner case 5-55, 5-69 & je 
QR 
| t 
Zs 
CQ) > 


TTVNIDINO 


L-D 


1A3A1A4A1 


1A3A1A4A2 


1A3A1A4A3 


ASSEMBLY/SUBASSEMBLY 


NOMENCLATURE FUNCTION 


Converter, Am- Converter out- 


plitude-Single er case 
Band CV-1846/ 
FRT/24A (cont) Frequency 


offset and band 
selector as- 
sembly 


Binary divi- 
der assembly 


Balanced mod- 
ulator and crys- 
tal filter assem- 
bly 


IF amplifier 
assembly 


1300-KC gen- 
erator assem- 
bly 


300-KC gen- 
erator assem- 
bly 


1.75-MC buf- 
fer amplifier 
assembly 


RF linear 
amplifier as- 
sembly 


TABLE 4-1. (Continued) 


SCHEMATIC 
DIAGRAM 
(FIGURE) 


PARTS 
LOCATION 
(FIGURE) 


ALIGNMENT 
(PARAGRAPH) 


5-179 5-56 -- 

5-180 5-57 -- 

5-181 5-58, 5-59 5-5e 
5-182 5-60, 5-61 5-5d 
5-183 5-62 5-5c 
5-184 5-63 5-5b 
5-185 5-64 5-5a 
5-186 5-65, 5-66 5-5f 


TROUBLE 
SHOOTING 
(PARAGRAPH) 


4-5b 


4-5} 


4-5) (3) 


4-5j (3) 


4-5j (1) 


SERVICING 
BLOCK 

DIAGRAM 

(FIGURE) 


4-72 


4-72 


4-72 
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TABLE 4-1. (Continued) 


ASSEMBLY/SUBASSEMBLY 
SCHEMATIC PARTS 
DIAGRAM LOCATION 
NOMENCLATURE FUNCTION (FIGURE) (FIGURE) 
1A3A1A6 Converter, Ampli- | Buffer and 5-187 5-67 
tude-Single Side- driver assem- 
Band CV-1846/ bly 
FRT-24A (cont) 
1A3A1A7 Carrier and 5-177 5-68 
gain control 
assembly 
1A3A1A8 SSB carrier 5-177 5-55 
insert assem- 
bly 
Power Supply Synthesizer -- _ 
PP-4242/FRT- power sup- 
24A ply 
Synthesizer 5-188 5-70, 5-71, 
power sup- 5-77 
ply inner 
case 
High voltage 5-189 5-72, 5-73, 


power sup- 5-74 
ply assembly 
Low voltage 5-188 5-76 
power supply 

assembly 


1A5/1A6 Synthesizer, 
Electrical Fre- 
quency O-1251/ 


FRT-24A 


Synthesizer -- -- 


TROUBLE 
SHOOTING 
(PARAGRAPH) 


ALIGNMENT 
(PARAGRAPH) 


4-10c 


4-10a 


4-3 


SERVICING 
BLOCK 

DIAGRAM 
(FIGURE) 


4-72 


4-73 


4-73 


4-74 
thru 
4-81 
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Vbe- Lud /NV 


0202 600 L960 SdIHSAVN 


IVNIDINO 


6-7 


ASSEMBLY/SUBASSEMBLY 


1A5 


1A6A1 


1A6A2 


LAGA1A2A1 


LAGALA2A2 


1A6A1A2A3 


LAGA1LA2A4 


1A6A1A3 


1A6A1A3A1 


NOMENCLATURE 


Synthesizer, Elec- 
trical Frequency 
O-1251 FRT-24A 
(cont) 


FUNCTION 


Analog memory 


section 


Synthesizer 
inner case 


Synthesizer 
outer case 


Incremental 
relay assem- 
bly (10-KC 
loop) 


Incremental 
relay assembly 
(1-KC loop) 


Incremental 
relay assembly 
(100-CPS loop) 


Relay board 


Programmer 
assembly 
(digital mem- 
ory) 


Trigger 
assembly 


TABLE 4-1. 


SCHEMATIC 
DIAGRAM 
(FIGURE) 


5-190 


5-191 


5-195 


5-195 


5-193 


5-194 


5-194 


(Continued) 


PARTS 
LOCATION 
(FIGURE) 


5-81, 5-82 =e 


5-84 $5 


5-87 -- 


ALIGNMENT 
(PARAGRAPH) 


TROUBLE 
SHOOTING 
(PARAGRAPH) 


4-31 


4-3d(3) 


4-31 (3) 


4-3e(3) 


4-3: (3) 


4-31 (3) 


4-31 (3) 
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4 
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SERVICING| 9 
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DIAGRAM | 
(FIGURE) | © 

= 5 

< 

n 

as a 

J 

io) 

{=} 

oO 

lor) 

J 

{=} 

mie! o 

oO 

iw) 

{=} 

iw) 

(=) 


OI-h 


TIVNIDIYO 


m4 
mS 
2 
TABLE 4-1. (Continued) 
ASSEMBLY/SUBASSEMBLY 
SERVICING 
SCHEMATIC PARTS TROUBLE BLOCK 
REF. DIAGRAM LOCATION ALIGNMENT SHOOTING DIAGRAM 
DESIG. NOMENCLATURE FUNCTION (FIGURE) (FIGURE) (PARAGRAPH) | (PARAGRAPH) (FIGURE) 
1A6A1A3A2 | Synthesizer Timer assem- 5-194 5-88 -- 4-3i(3) 4-81 
Electrical Fre- bly 
quency O-1251/ 
1A6A1A3A3 | FRT-24A (cont) Coder 5-194 5-89 -- 4-3i(3) 4-81 
assembly 
1A6A1A4 Front IF 5-195 5-90, 5-91 5-3b, 5-3c 4-3b(9), 4-3d, 4-75 to za 
assembly 5-3d, 5-3f 4-3d(5),4-3d(7),| 4-79 = 
4-3e, 4-3e(5), my 
4-3e(7), 4-3f, a] 
4-3f(5), 4-3f(7), . 
4-3h(S), rr) 
4-3h(11) 3 
3 
1A6A1A4A1 Phase detector 5-195 5-90 5-3b 4-3d(9) 4-75 sO 
subassembly o 
(10-KC loop) 3S 
1A6A1A4A2 Phase detector 5-195 5-90 5-3c 4-3e(9) 4-76 
subassembly 
(1-KC loop) 
1A6A1A4A3 Incremental 5-195 5-91 5-3b 4-3d(3) 4-75 
oscillator 
subassembly 
(10-KC loop) ta 
© 
1A6A1A4A4 Incremental 5-195 5-91 5-3d 4-3f (3) 4-77 S 
oscillator te 
subassembly 2 B 
(100-cycle me a 
loop) 8 ee 
47 
Zin 
$$ !___________ Q > 
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TI-?v 


ASSEMBLY/SUBASSEMBLY 
REF 
DESIG NOMENCLATURE FUNC TION 
1A6A1A4A5 | Synthesizer, Elec- | Incremental 
trical Frequency oscillator 
O-1251/FRT-24A subassembly 
(cont) (1-KC loop) 
1A6A1A5 Rear IF 
assembly 
1A6A1A5A1 Phase detec- 
tor subassembly 
(100-cycle 
loop) 
1A6A1A6 VFO and spec- 
trum generator 
assembly 
1A6A1A7 Gear box 
assembly 
1A6A1A8 Reference 
assembly 
1A6A1A8A3 10 to 1 locked 
divider sub- 
assembly 
1A6A1A8A4 100-KC ampli- 
fier subassem- 
bly 
1A6A1A8A5 X4 multiplier 


subassembly 


TABLE 4-1. 


SCHEMATIC 
DIAGRAM 
(FIGURE) 


5-196 


5-198 


5-198 


5-198 


5-198 


(Continued) 


PARTS 
LOCATION 
(FIGURE) 


5-96, 5-97 


5-92,5-93 


5-103 


5-104 


ALIGNMENT 
(PARAGRAPH) 


5-3c 


5-3a 


5-3a 


5-3a 


TROUBLE 
SHOOTING 
(PARAGRAPH) 


4-3e(3) 


SERVICING 
BLOCK 
DIAGRAM 
(FIGURE) 


4-76 


4-77 
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TABLE 4-1. (Continued) 
ASSEMBLY/SUBASSEMBLY 
SERVICING 
SCHEMATIC PARTS TROUBLE BLOCK 
REF. DIAGRAM LOCATION ALIGNMENT SHOOTING DIAGRAM 
DESIG. NOMENCLATURE FUNC TION (FIGURE) (FIGURE) (PARAGRAPH) | (PARAGRAPH) (FIGURE) 
1A6A1A9 Synthesizer, Servo ampli- 5-191 5-79 4-31 (4) -- 
Electrical Fre- fier assembly 
quency O-1251/ 
1A6A1A9A1 FRT-24A (cont) Differential 5-199 4-31 (4) -- 
chopper and 
preamplifier 
assembly 2 
5 
1A6A1A9A2 Driver and null 4-31 (4) -- q 
detector assem- id 
bly = 
re) 
LAGA1A10 Incremental 4-3¢ 4-78 a 
dividers S 
assembly a) 
3 
1A6A1A10A1 4 to 1 Locked 4-3¢ (3) 4-78 8 
divider assem- 
bly 
1A6A1A10A2 Third mixer 4-39 (5) 4-78 
assembly 
1A6A1A10A3 5 to 1 locked 4-3¢ (7) 4-78 
divider assem- 4y 
bly a 
q 
1AGA1A10A4 Fourth mixer 4-3¢ (9) 4-78 ot 
assembly ca) 5 
an 
1A6A1A10A5 2 to 1 locked 4-3¢ (11) 4-78 5 fe 
divider assem- g rc 
bly 2S 
Q) > 


TVNIOIUO 


eI-p 


ASSEMBLY/ SUBASSEMBLY 
REF. 
DESIG. NOMENCLATURE FUNC TION 
1A6A1A11 Synthesizer, Elec- First mixer 
trical Frequency assembly 
O-1251/FRT-24A 
LA6A1A12 (cont) 1.75-MC 
assembly 


1A6A1A12A1 


1A6A1A13 


1A6A1A14 

1A7 Power Supply 
PP-4243/FRT- 
24A 


1A7TA1 


1A8 


1A8A1 


4 to 1 locked 
divider sub- 
assembly 


Wide band am- 
plifier assem- 
bly 


Meter circuit 
Exciter power 


supply 


Low voltage 
power supply 
assembly 


RF assembly 
Directional 


coupler 
assembly 


TABLE 4-1. 


SCHEMATIC 


DIAGRAM 
(FIGURE) 


5-203 


5-203 


5-204 


5-205 


5-206 


5-206 


5-207 


5-209 


(Continued) 


PARTS 


LOCATION 
(FIGURE) 


5-113, 
5-114 


9-115 


5-116 


5-117 
5-119 to 
5-122 


5-121 


5-123 to 
5-130 


5-131 


ALIGNMENT 
(PARAGRAPH) 


5-3¢ 


5-32 


5-3f 


TROUBLE 


SHOOTING 
(PARAGRAPH) 


4-3c 


4-3c 


4-3h(5) 


SERVICING 
BLOCK 
DIAGRAM 
(FIGURE) 


4-79 


4-82 
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TABLE 4-1 (Continued) 
ASSEMBLY/SUBASSEMBLY 
SERVICING 
SCHEMATIC PARTS TROUBLE BLOCK 
REF. DIAGRAM LOCATION ALIGNMENT SHOOTING DIAGRAM 
DESIG. NOMENCLATURE FUNCTION (FIGURE) (FIGURE) (PARAGRAPH) | (PARAGRAPH) | (FIGURE) 
Power Supply Power control 
PP-4243/FRT-24A 
(cont) 
HV supply 
Zz 
> 
< 
wn 
LV supply a 
m 
Service supply 
@ 
Cabinet a] 
° 
oO 
ie] 
Control, Trans- Transmitter S 
mitter C-6466/ control unit X 
FRT-24A 
Keyer, Fre- Keyer unit 
quency Shift 
KY-557/URT 
lee 
Be) 
e) 
Power supply = 
wo 
assembly re > 
ie 
Key gate and rr = 
1-KC oscillator 8 as] 
| 
assembly = to 
AS 
Q > 
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TABLE 4-1. (Continued) 


ASSEMBLY/SUBASSEMBLY 


NOMENCLATURE 


Keyer, Frequency 
Shift KY-557/URT 
(cont) 


Coupler, Trans- 
mission Line 
CU-390/FRT-24A 


SCHEMATIC 
DIAGRAM 
(FIGURE) 


PARTS 
LOCATION 
FUNCTION (FIGURE) 
Crystal oscil- 
lator assembly 
(2550 cycles) 


Crystal oscil- 
lator assembly 
(2000 cycles) 


Trigger and 
binary gate 
assembly 


Divider 
assembly 


Output and sup- 
pression gate 
sembly 


Audio metering 
assembly 


Transmission 
line coupler 


ALIGNMENT 
(PARAGRAPH) 


TROUBLE 
SHOOTING 
(PARAGRAPH) 


SERVICING 
BLOCK 
DIAGRAM 
(FIGURE) 
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4-3, SYNTHESIZER, ELECTRICAL  FRE- 
QUENCY O-1251/FRT-24A, (1A6), FUNCTIONAL 
DESCRIPTION. 


a. OVERALL FUNCTIONAL DESCRIPTION. 


(1) The synthesizer is anautomatically 
tuned, precision frequency generator capable of 
producing a large number of output frequencies 
in the 17.75- to 35.60-MC frequency range with 
a stability of 1 part in 108 per day. The synthe- 
sizer is composed of two main parts: analog 
memory 1A5 andsynthesizer 1A6, Analog memory 
1A5 receives channel frequency informationfrom 
the autotune system in RF assembly 1A8. The in- 
formation is deciphered to produce signals cor- 
responding tothe selected frequency channel which 
are used to activate various relays and a servo 
motor. Activation of the proper relays selects the 
necessary synthesizer circuits required to pro- 
duce the desired output frequency. Any of ten 
preset frequency channels can be selected in this 
manner. The frequency of the ten channels is 
programmed in the memory control section by 
insertion of shorting plugs in designated aper- 
tures. Proper insertion of the plugs sets up cir- 
cuit conditions that activate certain relays when 
the proper channel selection information is 
received from RF assembly 1A8. 


(2) The synthesizer section (see figure 
4-2) consists of four variable frequency oscillators 
(VFO's), completely enclosed in phase locked 
loops, and associated circuitry. The four loops 
are designated: 10-KC loop, 1-KC loop, 100-CPS 
loop, and 100-KC (main) loop. The 10-KC, 1-KC, 
and 100-CPS loops are referred to as secondary 
loops and their function is to control or change 
the frequency of the main loop VFO in the proper 
increments. The 10-KC loop changes the frequency 
of the main loop VFO in 10-KC steps, the 1-KC 
loop in 1-KC steps, and the 100-CPS loop in 100- 
CPS steps. The secondary loop VFO's are tuned 
automatically by inserting the proper values of 
inductance in the oscillator tank circuits. This is 
accomplished by activation of the appropriate 
secondary loop incremental relays which are op- 
erated by relay circuits in analog memory 1A5. 


(3) Each secondary loop contains a 
VFO, a multiplier circuit, a phase detector cir- 
cuit, and a reactance control circuit. The VFO 
generates the frequencies necessary to change 
the main loop frequency inthe proper increments. 
The output of the VFO is multiplied and applied 
to the phase detector circuit. Each phase detector 
circuit receives 100-KC reference pulses from 
pulse generator circuit A4L1 and A4CR1i. The 
phase detector circuit constantly compares the 
phase relationship between the VFO frequency 
and the 100-KC reference pulses. Any phase dif- 
ference between the two inputs to the phase de- 
tector circuit produces a DC error voltage that 
is applied to a reactance control circuit. The 


4-16 
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AN/FRT-24A 
TROUBLE SHOOTING 


reactance control circuit transforms the DC error 
voltage to a varying capacitance across the VFO 
tank circuit to constantly correct the VFO fre- 
quency to maintain phase lock to the 100-KC 
pulses. The output of the 100-CPS loop VFO is 
divided by 4 to 1 locked divider andapplied to the 
third mixer where it is combined with the output 
of the 1-KC loop VFO. The combined output of 
the third mixer is divided by a 5 to 1 locked di- 
vider and applied to the fourth mixer where it is 
combined with the output of the 10-KC loop X2 
multiplier. The output of the fourth mixer is 
divided by a 2 to 1 locked divider and applied to 
the second mixer of the main loop. 


(4) The main loop is composed of a 
VFO, two mixer circuits, a limiter, a discrimina- 
tor circuit, and a reactance control circuit. The 
VFO generates the selected frequency in the 
17.75- to 35.60-MC range. The output of the 
VFO is amplified by the wideband amplifier and 
combined in the first mixer with a selected 
spectrum, in the 22.1- to 40.0-MC frequency 
range, from the spectrum generator. The spectrum 
selection filter in the spectrum generator and 
the main loop VFO tuning controls are ganged. 
The output of the first mixer, in the 4.3001- to 
4.4000-MC frequency range, is amplified by the 
first IF amplifier and applied to the second 
mixer, The second mixer combines the 4.3001- 
to 4.4000-MC output with the 3.9001 to 4.000- 
MC from the 2 to 1 locked divider. The 0.400-MC 
output of the second mixer is amplified by the 
second IF amplifier, set at a constant amplitude 
level by the limiter, and applied to the discrimina- 
tor. This input represents the combined output of 
the three secondary loops plus the main loop VFO 
output. The discriminator also receives a 0.400- 
MC reference signal produced by dividing the 
1-MC reference signal from amplifier 1A2 byten 
and then multiplying it by four. The discriminator 
compares the two 0.400-MC inputs and detects 
any difference in frequency. If a difference in 
frequency is evident, a DC error voltage is 
applied to the main loop reactance control circuit. 
The reactance control circuit transforms the DC 
error voltage to a proportional varying across the 
main loop VFO tank circuit to change the VFO 
frequency to the selected value and phase locks 
it to the 0.400-MC reference signal. The output 
of the main loop VFO, in the 17.75- to 35.60-MC 
frequency range, is amplified by the output amp- 
lifier and applied to converter 1A3. 


(5) The synthesizer also supplies 100- 
KC and 1.75-MC auxiliary signals to converter 
1A3, The 1-MC reference signal from amplifier 
1A2 is divided by ten to produce the 100-KC signal 
applied to the converter. The 1-MC reference 
signal is also divided by four to produce a 250- 
KC signal which is then multiplied by seven. The 
resulting 1.75-MC signal is applied to converter 
1A3, 
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TEST METER 


100 CPS 
INCREMENTAL 
RELAYS 
A2K3 


TEST METER TEST METER 


(NCR MONITOR 1O0CPS LOOP 


PHASE 
DETECTOR 
ASAT 


CONTROL 
3. 
10 


DETECTOR 
ASA 


CONTROL 
3. 
10 


PHASE 
DETECTOR 
ASAI 


REACTANCE 
CONTROL 


VFO 
AND CATHODE 
FOLLOWER 
A4VI3 


REACTANCE 


REACTANCE 


IMC 
REFERENCE 
INPUT FROM 
AMPLIFIER (1A2) 


x5 
MULTIPLIER 
A4V2 


AMPLIFIER 


GENERATOR 
ASLI,AGTI AASCRE 


10 70 | 


100 KC SPECTRUM 
ann AMPLIFIER DRIVER GENERATOR 
ABA3QI ABASQI ABQI AB 


1OOKCE 

OUTPUT TO 

CONVERTER (1A3)] 
0.400 MC 


REFERENCE TO 
DISCRIMINATOR 


x4 
WULTIPLIER 
ABASQI 


DISCRIMINATOR 
DRIVER 
A4VI6 


0.400NC 


AA CREK ASCRS 
22. 1-40,0MC 
100 KC STEPS 

4101 1,75 WC 1.75 MC 

LOCKED ee AMPLIFIER ouTPuT To (| (REF) 
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x5 
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100 CPS 
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2ND IF 
AMPLIFIER 
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DRIVER A4V6 ASCRS 


DICATE INCREMENTAL FREQUENCY CHANGE 
AT SYNTHESIZER OUTPUT AND NOT OPER- 
ATING FREQUENCY OF LOOP. 

2. SECONDARY LOOP OUTPUT FREQUENCY IS CHANGED 
BY VARYING INDUCTANCE ON VFO PLATE VIA 
INCREMENTAL RELAYS, 


17,75- 35,60 


4.3001-4.4000MC 


4.3001 - 4.4000MC 


TEST METER 


10OKC LOOP 
FINE MAN TUNE 


™. 
Ne prive: GANG 
(IAGAIAGCIZA,B,C,& 0 
MECHANICALLY COUPLED 
| TO SERVO MOTORS) 
WIDEBAND | 
AMPLIFIER 
AI3OLA 
AI302 


/ / 


QUTPUT 
AMPLIFIER 
ABS 
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Paragraph 
4-3a(6) 


(6) Table 4-2 lists the output fre- 
quencies of the various circuits within the syn- 
thesizer when the MANUAL SETTING digital 
switch is in positions 160055 through 160944, 
The output of the first mixer is the difference 
frequency of the spectrum generator and main 
loop VFO; the output of the second mixer is the 
difference frequency of the first mixer and the 
2 to 1 locked divider. The output of the third 
mixer is the sum of the 1-KC loop VFO and the 4 
to 1 locked divider; the output of the fourth mixer 
is the sum of the 10-KC loop X2 multiplier and 
the 5 to 1 locked divider. For example, when the 
MANUAL SETTING digital switch is in the 
160055 position, the 22.1-MC spectrum generator 
output is combined in the first mixer with the 
17.7555-MC main loop VFO signal to produce a 
first IF frequency of 4,3445 MC. The 1.980-MC 
output of the 100-cycle loop VFO is divided to 
0.495 MC and combined in the third mixer with 
the 3.25-MC output of the 1-KC loop VFO to 
produce a 3.745-MC output. The 3.745-MC output 
of the third mixer is divided to 0.7490 MC and 
then combined in the fourth mixer with the 7.14- 
MC output of the 10-KC loop X2 multiplier to 
produce a 7.8890-MC output. The 7.8890-MC out- 
put of the fourth mixer is divided to 3.9445 MC 
and combined in the second mixer with the 4,3445- 
MC first IF frequency to produce a second IF 
frequency of 0.400 MC. The 0.400-MC second IF 
frequency is compared in the discriminator with 
a 0.400-MC reference signal derived from the 1- 
MC reference input. 


b. REFERENCE CIRCUITS, FUNCTION- 
AL SECTION DESCRIPTION, 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. — The reference circuits 
functional section (see figures 4-74 and 5-198) 
consists of a 10 to 1 locked divider, 100-KC am- 
plifier, X4 multiplier, pulse driver, pulse genera- 
tor, spectrum generator, and discriminator 
driver. The reference circuits receive the 1-MC 
reference signal from amplifier 1A2 and supply 
a 100-KC sine wave signal to converter 1A3, 
100-KC pulses to the secondary loop phase de- 
tectors, 22.1- to 40.0-MC reference signal to the 
main loop first mixer, and a 0.400-MC reference 
signal to the main loop discriminator. The 1-MC 
reference signal is applied to the 10 to 1 locked 
divider. The 10 to 1 locked divider is a free 
running oscillator at a frequency slightly above 
100 KC. The 1-MC input signal phase-locks the 
oscillator and the result is an extremely stable 
100-KC output. The output of the locked divider 
is frequency multiplied by the X4 multiplier. The 
output of the locked divider is also amplified by the 
100-KC amplifier and applied to the pulse driver, 
and converter 1A3, The 100-KC sine wave is 
multiplied to 0.400 MC by the X4 multiplier, 
amplified by the discriminator driver, and com- 
pared with the composite secondary loop plus 
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main loop signal in the main loop discriminator. 
The output of the pulse driver is amplified and 
applied to the pulse generator and the spectrum 
generator. The pulse generator converts the 100- 
KC sine wave input to corresponding 100-KC 
pulses. The 100-KC pulses are applied to the 
secondary loop phase detectors to phase lock the 
secondary loop VFO outputs. The spectrum gen- 
erator receives the 100-KC sine wave signal from 
the pulse driver and produces a 22.1- to 40.0- 
MC signal at a 100-KC repetition rate. The 22.1- 
to 40.0-MC signal is applied to the main loop 
first mixer along with the output of the main loop 
VFO. The main loop VFO and the spectrum gen- 
erator tuned filter are gang-tuned so that a change 
in frequency of one is always accompanied by a 
proportional change in frequency of the other. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA, — Information follows which 
will be helpful in determining the overall per- 
formance of the reference circuits, Refer to figure 
4-74 for the circuit location and to figures 5-101 
through 5-104, 5-118 and 5-122 for the physical 
location of test points. The test equipment required 
is an electronic counter, anda VTVM (refer to 
Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 


(a) RF output (1A6A1J2) t7. 
100 KC at 1 VRMS into 50 ohms, If correct, 10 to 
1 locked divider 1A6A1A8A3 and 100-KC amplifier 
1A6A1A8A4 are operating properly. 


(b) RF output (1A6A1A8XA5-9) 
: 400 KC at0.18 VRMS minimum. If correct, 
X4 multiplier 1A6A1A8A5 is operating properly. 


lector) : 100 KC at 12 VRMS minimum. If 
correct, pulse driver 1A6A1A8Q1 is operating 
properly. 


(a) RF input (1A6A1J1) 14 
1 MC at 1 VRMS minimum 1.5 VRMS maximum, 


If frequency is unstable or incorrect, refer to 
paragraph 4-4d(3). 


(e) Main loop input (1A6A1A8 
XV1-6): 40.5 VDC. If voltage is greater than 
+0.5 VDC, refer to paragraph 4- 3h. 


(f) DC input voltage: +180 VDC, 
+28 VDC, and 6.3 VDC. 


(3) 10 to 1 LOCKED DIVIDER 
1A6A1A8A3, CIRCUIT DESCRIPTION. — The 10 
to 1 locked divider is a grounded base oscillator 
(common emitter configuration) which is free 
running at a frequency of approximately 100 KC. 
The collector tuned circuit consists of inductor 
L1 and capacitors C2 and C3. Positive feedback 
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@) (c) RF output (1A6A1A8Q1, col- 
’ 


2) HP 
= Be 
2 | aq 
2 TABLE 4-2. CIRCUIT FREQUENCY VS. SETTING = N (fant + fogs) -1-75 MC SWITCH POSITIONS* eae 
tH bt no 
is 
MAIN 10-KC | 10-KC |100-CPS 1-KC m 
SPECTRUM LOOP 1ST | LOOP LOOP LOOP 4to1 |LOOP e) 
MANUAL | GENERATOR VFO MIXER | VFO |X2 MULT VFO DIVIDER | VFO a 
SETTING (MC) (MC) (Mc) | (MC) (MC) (MC) (MC) | (MC) a 
Air] 16.005500 22.1 17.755500 [4.3445 | 3.57] 7.14 1.980 .495 | 3.28] 3.74 
16.016600 22.1 17. 766600 | 4.3334 3.56 7.12 1.976 494 3.24 
16. 027700 22.1 17. 777700 | 4.3223 3.55 7.10 1.972 - 493 3.23 
16.038800 22.1 17. 788800 | 4.3112 3.54 7.08 1.968 492 3.22 
z_| 16.049900 22.1 17. 799900 | 4.3001 3.53 7.06 1.964 491 3.21 2 
./ | 16.050000 22.2 17.800000 |4.4000 | 3.62] 7.24 2.000 .500 | 3.30 o 
cn ais, fe + ae . ee 
16.061100 22.2 17.811100 | 4.3889 3.61 7.22 1.986 +} .499 3.29 o 
; oO 
16. 072200 22.2 17.822200 ba 3.60 7.20 1.992 - 498 3.28 & 
(2) 
16. 083300 22.2 17.833300 ; 4.3667 3.59 7.18 1.988 -497 3.27 2 
| i) 
16. 094400 22.2 17.844400 | 4.9556 3.58 7.16 1.984 -496 3.26 iS 
* Actual output frequency is 1.75 MC greater than digital switch position 
4 
ne 
a es 
wo wD Oo 
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4-3b(3) 


is from collector to emitter. The 1-MC reference 
signal is applied to the base of transistor Q1. 
Every tenth cycle ofthe 1-MC signal synchronizes 
(phase locks) the oscillator fundamental frequency. 
The 100-KC output has a stability comparable to 
that of the 1-MC reference signal. The 100-KC 
output from the emitter of Ql is multiplied by 
X4 multiplier A8A5 and amplified by 100-KC amp- 
lifier A8A4, the output of which is applied to 
pulse driver 1A6A1A8Q1. 


(4) 10 to 1 LOCKED DIVIDER 
1A6A1A8A3, TEST DATA. — Information follows 
which will be helpful in determining the perform- 
ance of the 10 to 1 locked divider. Refer to figure 
4-74 for the circuit location and to figures 5-101 
and 5-102 for the physical location of test points. 
The test equipment required is an electronic 
counter and a VTVM, (refer to Section 1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


: 100 KC at1.8 VRMS minimum. If frequency 
S~Stable, 10 to 1 locked divider is operating 
properly. 


© (a) RF output (1A46A1A8XA3-7) 
i 


(b) DC input voltage (1A6A1A8 
XA3-4): +26.5 VDC. 


(c) Refer to figure 5-198 for tran- 
sistor voltage measurements. 


(da) Refer to paragraph 5-3 for 
general information and to paragraph 5-3a for 
specific alignment procedure of 1A6A1A8A3LI1. 


(5) 100-KC AMPLIFIER 1A6A1A8A4 
AND PULSE DRIVER 1A6A1A8Q1, CIRCUIT 
DESCRIPTION. — The 100-KC amplifier A8A4 
receives the output of 10 to 1 locked divider 
A8A3, amplifies it and applies it to pulse driver 
A8Q1 and to converter 1A3 through front panel 
connector 1A6A1J2. Transformer T1 tunes 100- 
KC amplifier A8A4. Pulse driver A8Q1 supplies 
a high level 100-KC sine wave signal to pulse 
generator A4T1, A4L1 and A4CRI1, andtospectrum 
generator A6. 


(6) 100-KC AMPLIFIER 1A6A1A8A4 
AND PULSE DRIVER 1A6A1A8Q1, TEST DATA. - 
Information follows which will be helpful in 
determining the performance of the 100-KC amp- 
lifier and pulse driver. Refer to figure 4-74 for 
the circuit location and to figures 5-101 and 5-103 
for the physical location of test points. The test 
equipment required is an electronic counter anda 
VTVM (refer to Section 1 for type designation). 
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Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 


(x) (a) RF output (1A46A1A8Q1-C) 
@) 100 KC at 12 VRMS minimum. If correct, 
100-KC amplifier and pulse driver are operating 
properly. 


(b) RF Input (1A6A1A8XA4-2) 
: 100 KC at 1.8 VRMS minimum. If fre- 
quéncy is unstable, refer to paragraph 4-3b(3). 


(c) DC input voltage -100-KC 
amplifier (1LA6A1A8XA4-1): 21 VDC; pulse driver 
(1A6A1A8E17): +28 VDC. 


(d) Refer to figure 5-198 for tran- 
sistor voltage measurement. 


(e) Refer to paragraph 5-3 for 
general information and to paragraph 5-3a for 
specific information concerning alignment of 
1A6A1 A8A4T1. 


(7) X4 MULTIPLIER 1A6A1A8A5 AND 
DISCRIMINATOR DRIVER 1A6A1 A4V16, CIRCUIT 
DESCRIPTION. — The X4 multiplier receives the 
100-KC input from 10 to 1 locked divider 
1A6A1A8A3, multiplies it to 400 KC, and supplies 
it to discriminator driver 1A6A1A4V16. With no 
input signal present, the emitter to base junction 
of transistor Ql is reversed biased by proper 
division of the +28-VDC supply voltage; therefore, 
transistor Ql is biased for class C operation. 
The correct ratio of supply voltage division is 
determined by resistors R1 and R2. During normal 
operation, the positive peak of the input signal 
exceeds the reverse bias, permitting collector 
current to flow. This clipping action produces 
harmonics of the 100-KC fundamental frequency. 
The secondary of transformer T1 and capacitor 
C2 forms a parallel resonant circuit (tank circuit) 
tuned to the fourth harmonic (400 KC) of the 
100-KC input. The output of the tank circuit is 
amplified by discriminator driver 1A6A1A4V16 
and applied to the discriminator. 


(8) X4 MULTIPLIER 1A6A1A8A5 AND 
DISCRIMINATOR DRIVER 1A6A1A4V16, TEST 
DATA. — Information follows which willbe helpful 
in determining the performance of the X4 multi- 
plier and discriminator driver 1A6A1A6VI16. Refer 
to figure 4-74 for the circuit location and to 
figures 5-101 and 5-104 for the physical location 
of test points. The test equipment required is an 
electronic counter and a VTVM (refer to Section 
1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


ORIGINAL 


AN/FRT-24A 
TROUBLE SHOOTING 


PULSE FORMING 
NETWORK 


A6C23  AGCR2 
100KC 

PULSES FROM 
PULSE DRIVER 


A6C39 3 AGRIG 


A6C22 
SPECTRUM GENERATOR 


A4Tl 
3 ' A4c2 


A4ci 
i +25V0C 


PULSE GENERATOR 


NAVSHIPS 0967 009 2020 


Figure 
4-3 


ae Ait ee 3 OGANGED WITH 
/ BAND PASS 7 MAIN LOOP VFO 
/ FILTER 


100 KC REFERENCE 
PULSES TO SECONDA 
LOOP PHASE DETECTORS 
44Al, A4A2, AND ASAI 


REF DESIG PREFIX IA6AI 
156-007942 


Figure 4-3. Synthesizer 1A6, Spectrum Generator, Simplified Schematic Diagram 


: 400 KC at 0.18 VRMS minimum. If frequency 
Stable, X4 multiplier is operating properly. 


(b) RF input (1A6A1A8XA5-2) 
(ac) : 100 KC at 1.8 VRMS minimum. If frequency 
i stable, refer to paragraph 4-3b(3). 


(c) DC input voltage (1A6A1A8 
XA5-1): +27 VDC. 


(d) Refer to figure 5-198 for tran- 
sistor voltage measurements. 


© (a) RF output (1A6A1A8XA5-9) 
t 


(e) Refer to paragraph 5-3 for 
general information and to paragraph 5-3a for spe- 
cific alignment procedure of 1A6A1A8A5T1. 


(9) SPECTRUM GENERATOR 
1A6A1A6, CIRCUIT DESCRIPTION. — The spec- 
trum generator (see figure 4-3) consists of a pulse 
forming network, ringing circuit, and bandpass 
filter. The spectrum generator receives a 100-KC 
sine wave from pulse driver 1A6A1A8Q1. The sine 
wave is changed to pulses by the pulse forming 
network. The output of the pulse forming network 
is applied to the ringing circuit tuned to ring at 
multiples of the 100-KC pulses. The band pass 
filter selects a spectrum of frequencies in the 
22.1- to 40-MC frequency range and applies them 
to first mixer 1A6A1A11 in the main loop. The 
100-KC input is converted to a 22.1- to 40.0-MC 
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output as follows. During the negative peak of the 
input signal, saturable core reactor L2 is satur- 
ated; the low inductive reactance of L2 at satura- 
tion appears as a short circuit. As the input 
signal starts to swing in the positive direction 
the reactor core begins to unsaturate. As the 
positive swing increases a point is reached where 
the reactor core is completely unsaturated. During 
the unsaturated condition, the high inductive 
reactance of L2 appears as an open circuit. At 
this point, capacitor C23 begins to charge. As the 
input signal increases to its maximum positive 
level, the reactor core again becomes fully satur- 
ated. When this condition is reached, capacitor 
C23 begins to discharge through the low DC re- 
sistance of L2. When the input signal begins to 
Swing in the negative direction, the reactor begins 
to unsaturate in the opposite polarity. Capacitor 
C23 begins charging again until it is completely 
charged when the reactor is fully unsaturated. 
Further decrease of the input signal in the nega- 
tive direction causes the reactor to again saturate, 
thereby repeating the cycle. This operation ofthe 
pulse forming network produces positive and nega- 
tive pulses for each cycle of the inputsignal. The 
pulse characteristics are functions of the 100-KC 
input signal and the saturation parameters of re- 
actor L2. The ringingcircuitis a parallel resonant 
circuit consisting of the primary winding of trans- 
former T4 and capacitors C12,C24,C25,and C26. 
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The circuit is tuned to ringatmultiples of 100 KC 
and to pass frequencies in the 22.1- to 40.0-MC 
range. Tuning is accomplishedby capacitor C12C. 
Diode CR2 isolates the ringing circuit from the 
pulse forming network. The damped 22.1- to 40.0- 
MC output of the ringing circuit is applied to the 
bandpass filter consisting of transformer T5 and 
capacitors C12D, C27, C29, C30, and C31. The 
band-pass filter and ringing circuit tuning controls 
C12C, and C12D are ganged with the main loop 
VFOtuning control, thereby allowing proper track- 
ing by the spectrum generator when the main loop 
VFO frequency is changed. The output of the band- 
pass filter is applied to the mainloop first mixer. 


(10) SPECTRUM GENERATOR, 
1A6A1A6, TEST DATA. — Information follows 
which will be helpful in determining the per- 
formance of the spectrum generator. Refer to 
figure 4-74 for the circuit location and to figures 
5-98 and 5-101 for the physical location of test 
points. The test equipment required is an elec- 
tronic counter and an RF VTVM, (refer to Section 
1 for type designations). 


Note 


Refer to the servicing diagram of this 
functional section at the end of Section 
4 for additional test data. 


(a) RF output (1A6A1A6T5, pin 

AO} 22.1 to 40.0 MC at 0.2 VRMS minimum. 

rrect, spectrum generator is operating 
Se. 


(b) RF input (1A6A1A6T3, pin 2) 
(an): 100 KC at 12 VRMS minimum. If frequency 
iS“instable, refer to paragraph 4-3b(3). 


(c) Refer to paragraph 5-3 for 
general information and paragraph 5-3f for spe- 
cific alignment procedures of 1A6A1A6T3, 
1A6A1A6C25, 1A6A1A6T4, 1A6A1A6C29, and 
1A6A1A6T5. 


(11) PULSE GENERATOR 1A6A144, 
CIRCUIT DESCRIPTION. — The pulse generator 
(see figure 4-3) receives a high level 100-KC 
sine wave input from pulse driver 1A6A1A8Q1 
and supplies negative going 100-KC pulses to the 
secondary loop phase detectors. The operation of 
the pulse generator is similar to the operation of 
the spectrum generator pulse forming network 
discussed in paragraph 4-3b(7). 


(12) PULSE GENERATOR 1A6A1A4, 
TEST DATA. — Information follows which willbe 
helpful in determining the performance of the 
pulse generator. Refer to figure 4-74 for the cir- 
cuit location and to figures 5-90 and 5-101 for the 
physical location of test points. The test equip- 
ment required is an electronic counter, an os- 
cilloscope, and an RF VTVM (refer to Section 1 
for type designations). 
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Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 


(a) RF output (1A6A1A4L1, pin 
vas): 100-KC pulses at 40 VP-P minimum. If 
r 


corréct, refer to paragraph 4-3d. 


: 100 KC at 12 VRMS minimum. If frequency 


(x) (b) RF input (1A6A1A4T1, pin 3) 
iSinstable refer to paragraph 4-3b(3). 


(c) Refer to paragraph 5-3 for 
general information and to paragraph 5-3d for 
specific adjustment of 1A6A1A4T1. 


ec. 1.75-MC CIRCUIT 1A6A1A12, FUNC- 
TIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. — The 1.75-MC circuits 
functional section (see figures 4-80 and 5-203) 
consists of a 4 to 1 locked divider, an X7 multi- 
plier, and two 1.75-MC amplifiers. The 1.75-MC 
circuits receive a 1-MC input signal from ampli- 
fier 1A2 and supplies a 1.75-MC signal to con- 
verter 1A3. The 1-MC input signal is applied to 
the base of locked divider A1Q401. The operation 
of locked divider A1Q401 is similar to the operation 
of locked divider 1A6A1A8A3 discussed in para- 
graph 4-3b(3). The 250-KC output of the locked 
divider is applied to X7 multiplier V401 which clips 
the positive peaks, thereby producing harmonics. 
The plate circuit of V401 is tuned to the seventh 
harmonic of the 250-KC fundamental frequency by 
capacitor C407 and inductor L402. The 1.75-MC 
output of V401 is amplified by amplifiers V402 
and V403, and applied to the converter unit. 


(2) OVERALL FUNCTIONALSECTION 
TEST DATA. — Information follows which willbe 
helpful in determining the overall performance of 
the 1.75-MC circuits. Refer to figure 4-80 for the 
circuit location and figures 5-113, 5-114, and 
5-118 for the physical location of test points. The 
test equipment required is an electronic counter, 
and an RF VTVM (refer to Section 1 for type 
designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) RF output (1A6A1A12: center- 
tap Rea YBa 1.75-MC at 1.5 VRMS minimum. 
If correct, 1..75-MC circuits are operating prop- 
erly. 


(ba RF input (1A6A1A12; junction 
R418 and R419) 9 1 MC at 1.2 VRMS minimum. 
If frequency is unstable or incorrect refer to 
paragraph 4-4d(3). 
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(1A6A1A2XV401-1) : 250 KC at 1.9 VRMS 
minimum, If frequency Ts unstable or incorrect 4 
to 1 locked divider is defective. 


(ad) 4 to 1 locked divider lock-in 
range: 6 KC, 


(c) 4 S) locked divider output 


(e) 1.75 MC amplifier output (1A6- 
A1A12XV402-5) : 1.75 MC at 3.0 VRMS mini- 


mum. If frequency is unstable or incorrect 4 to 
1 divider or X7 multiplier is defective. 


(f) Refer to figure 5-203 for volt- 
age and resistance measurements, 


(g) Refer to paragraph 5-3 for 
general information and paragraph 5-3¢ for spe- 
cific alignment procedures of 1A6A1A12A1L401, 
1A6A1A12L402, 1A6A1A12T401, 1A6A1A12T402, 
and 1A6A1A12R421. 


d, 10-KC LOOP CIRCUITS 1A6A1A4 AND 
1A6A1A5, FUNCTIONALSECTION DESCRIPTION, 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION, — The 10-KC loop functional 
section tunes the synthesizer output frequency in 
10-KC steps. The 10-KC loop functional section 
(see figures 4-75 and 5-195) consists of a variable 
frequency oscillator (VFO), a reactance control 
circuit, a phase detector, a phase detector driver, 
an amplifier, two multipliers, and a sweep multi- 
vibrator. The VFO A4V7 operates at a frequency 
in the 3.53- to 3.62-MC range, in 10 steps of 
10-KC increments, depending onthe selected syn- 
thesizer frequency. A change of the 10-KC incre- 
ment in the synthesizer output frequency energizes 
appropriate relays which insert the correct value 
of inductance in the VFO tank circuit changing 
the VFO frequency accordingly. The output of the 
VFO is doubled by X2 multiplier A4V8 and applied 
to amplifier A4V3, The amplified output of A4V3, 
in the 7.06- to 7.24-MC frequency range, iscom- 
bined with the composite 1-KC and 100-cycle loop 
output in the fourth mixer 1A6A1A10A4. The out- 
put of A4V3 is also appliedto X5 multiplier A4V2. 
The output of the multiplier, at a frequency ten 
times the VFO frequency, is amplified by phase 
detector driver A4V1. The phase detector also 
receives harmonics, developed by 100-KC refer- 
ence pulses from the reference circuits functional 
section. The two signals are compared in the 
phase detector to produce a DC error voltage 
when the phase difference is other than 90 degrees. 
The DC error output is applied to the reactance 
control circuit which translates the error to a 
varying capacitance across the VFO tank circuit, 
thus correcting the error and phase locking the 
oscillator to the 100-KC reference signal. The 
frequency deviation range over whichthe VFOcan 
be maintained in phase lock is defined as "hold- 
in"; the frequency error range over which the VFO 
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can drift out oflockand be brought back into phase 
lock is defined as "pull-in". The phase detector 
and reactance control circuits have a pull-in range 
of +2 KC (a 1-VDC output from the phase detector 
corresponds to a 1-KC change in the VFO fre- 
quency). If the error is beyond this range, sweep 
multivibrator A5V6 operates andextends the pull- 
in range of the phase detector. The output of the 
sweep multivibrator is applied to TEST METER 
1A5A1M1 which provides visual indication of the 
"out of lock" condition. 


(2) OVERALL FUNCTIONALSECTION 
TEST DATA. — Information follows which willbe 
helpful in determining the overall operation ofthe 
10-KC loop circuits functional section. Refer to 
figure 4-75 for the circuit location and to figures 
5-90 and 5-91 for the physical location of test 
points. The test equipment required is an elec- 
tronic counter, and an RF VTVM (refer to Section 
1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTINGdigital switch. Remem- 
ber that the actual output frequency of the syn- 
thesizer is 1.75 MC higher than the switch setting. 
Then set the SERVO MODE switch to MANUAL 
CHANNEL AUTO and throw the MOTOR DRIVE 
ON switch to ON. Press the START switch and 
after completion of tuning cycle throw MOTOR 
DRIVE ON switch off. To change incremental 
frequencies of 10 KC, 1 KC, and 100 cycles, it is 
only necessary to set the applicable digit on the 
MANUAL SETTING digital switch. 


Note 


RF output of 10-KC loop changes in 20- 
KC steps because of X2 multiplier 
1A6A1A4VB8. 


(a) RF output (1A6A1A4E36) 
: 7.06 to 7.24 MC in 20-KC steps at 0.2 


Vv S minimum. If correct, 10-KC loop is op- 
erating properly. 


(b) RF input (1A6A1A4T1, pin 
2) : 100 KC at 10 VRMS minimum. If frequency 
is unStable, refer to paragraph 4-3b(3). 


(c) Check front panel TEST 
METER reading with TEST METER switch in 
10-KC loop and 180V B+ positions. Refer to table 
3-12 for typical meter readings. 


(3) VFO 1A6A1A4V7 AND REAC- 
TANCE CONTROL CIRCUIT 1A6A1A4A3, CIR- 
CUIT DESCRIPTION. — The 10-KC loop VFO, 
V7 and associated circuitry (see figure 4-4), is 
a Colpitts oscillator operating in the 3.53- to 
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Figure 4-4, Synthesizer 1A6, 10-KC Loop VFO and Reactance Control 
Circuits, Simplified Schematic Diagram 


3.62-MC frequency range. The exact oscillator 
frequency is determined by the synthesizer op- 
erating frequency. When the synthesizer frequency 
is changed, proper values of inductance are in- 
serted in the VFO tank circuit changing the fre- 
quency accordingly. See NAVSHIPS 900,000.102 
for a description ofthe Colpitts oscillator. The DC 
error input from the phase detector, representing 
a change in the VFO frequency, is applied to the 
anode of reactance control diode A3CR1. Diode 
A8CRI1 is reversed biased at +12 VDC by voltage 
divider A3R3, A3R2. With no error voltage pre- 
sent, the junction capacitance of diode A3CRI1 is 
approximately 30 PF and is effectively across 
the VFO tank circuit. When an error voltage is 
present, the junction capacitance of diode A3CR1 
changes, thereby changing the overall capa- 

citance of the VFO tank circuit and the VFO fre- 
quency. The input error voltage has a range of 
+2 VDC. If the VFO frequency drifts to an in- 
creased value, the resulting negative error volt- 
age increases the reverse bias of A3CRI1, there- 
by increasing its junction capacitance. Since diode 
A8CRI1 is in parallel with one half of VFO tank 
circuit inductor A3L1, the increase in capacitance 
reduces the resonant frequency ofthe tank circuit, 
resulting in a decrease of the VFO frequency. If 
the VFO frequency drifts to a decreased value, 
the resulting positive error voltage reduces the 
reverse bias on diode A3CR1, thereby decreasing 
its junction capacitance. The decrease of capa- 
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citance in the VFO tank circuit increases its 
resonant frequency. The output from the grid of 
the 10-KC loop VFO is applied to X2 multiplier 
1A6A1A4V8. 


(4) VFO 1A6A1A4V7 AND REAC- 
TANCE CONTROL CIRCUIT 1A6A1A4A3, TEST 
DATA. — Information follows which will be helpful 
in determining the operation of the 10-KC loop 
VFO and reactance control circuit. Refer to figure 
4-75 for the circuit location and figure 5-91 for 
the physical location of test points. 


Note 


Because operational tests cannot be made 
without loading the oscillator circuits, 
voltage and resistance measurements 
are recommended only. 


The test equipment required isa 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DC input voltage (1A6A1A4E5): 
+180 VDC. 


(b) Refer to figure 5-195 for volt- 
age and resistance measurements. 
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(c) Refer to paragraph 5-3 for 
general information and to paragraph 5-3b for 
specific alignment procedures of 1A6A1A4A3L1. 


(5) X2 MULTIPLIER’ 1A6A1A4V8 
AND AMPLIFIER 1A6A1A4V3, CIRCUIT DE- 
SCRIPTION. — The X2 multiplier (see figure 4-5) 
receives the 3.53- to 3.62-MC output of 10-KC 
loop VFO 1A6A1A4V7. The signal is multiplied 
by two, amplified, and applied to X5 multiplier 
1A6A1A4V2 and to the fourth mixer A10A4. 
The input signal is applied to the grid of X2 
multiplier V8. The multiplier operates as aclass 
C amplifier; the input signal drives the tube to 
cutoff by grid leak bias. Class C operation dis- 
torts the input signal to produce harmonics ofthe 
fundamental frequency. For more efficient pro- 
duction of harmonics, X2 multiplier V8 is oper- 
ated as a tetrode. The plate circuit of V8 is tuned 
to the second harmonic frequency by the tank 
circuit inductor L25 and variable capacitor C61. 
The output from the tank circuit is applied to the 
grid of amplifier V3. Plate tuning of amplifier V3 
is accomplished byinductor L4 and capacitors C15 
and C16. The output from the plate of V3, in the 
7.06- to 7.24-MC frequency range, is applied to 
X5 multiplier 1A6A1A4V2 and to the fourth mixer 
A10A4, See Handbook of Electronic Circuits 
NAVSHIPS 900,000.102 for a description of grid 
leak bias, class C amplifier, and amplifier cir- 
cuits. 
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(6) X2 MULTIPLIER 1A6A1A4V8 
AND AMPLIFIER 1A6A1A4V3, TEST DATA. — 
Information follows which will be helpful in de- 
termining the performance of X2 multiplier V8 
and amplifier V3. Refer to figure 4-75 for the 
circuit location and figures 5-90 and 5-91 for 
the physical location of test points. The test 
equipment required is a VTVM (refer to Section 
1 for type designations). Set MANUAL SETTING 
digital switch to 160000. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Bias voltage (1A6A1A4XV3-7): 
-14 VDC minimum. 


(b) DC input voltage (1A6A1A4- 
C55): +180 VDC. 


(c) Refer to figure 5-195 for volt- 
age and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3b for spe- 
cific alignment procedures of 1A6A1A4C61 and 
1A6A1A4L4, 
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Figure 4-5, Synthesizer 1A6, 10-KC Loop X2 Multiplier and Amplifier, 
Simplified Schematic Diagram 
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(7) X5 MULTIPLIER 1A6A1A4V2 
AND PHASE DETECTOR DRIVER 1A6A1A4VI1, 
CIRCUIT DESCRIPTION. - The X5 multiplier, 
V2 and associated circuitry (see figure 4-6), re- 
ceives the 7.06- to 7.24-MC signal from am- 
plifier 1A6A1A4V3, multiplies the frequency to 
35.3 to 36.2 MC and applies it to phase detector 
driver V1. The 7.06 to 7.24-MC signal is applied 
to the grid of V2. Multiplier V2 is aclass C 
amplifier; the input signal driving the tube to 
cutoff by grid leak bias. Class C operation dis- 
torts the input signal to produce harmonics of 
the fundamental frequency. Capacitor C10 and 
inductor L3 form a plate tank circuit which is 
tuned to resonate at the fifth harmonic of the 
fundamental input frequency. The output from the 
tank circuit is applied to the grid of phase de- 
tector driver V1. Plate tuning of the phase de- 
tector driver isaccomplishedby capacitors A1C5, 
A1C6, and the primary winding of transformer 
A1T1. The output of V1 is coupled through trans- 
former A1T1 to the phase detector. See Hand- 
book of Electronic Circuits, NAVSHIPS 
900,000.102, for a description of grid leak bias, 
class C amplifiers, and driver circuits. 


(8) X5 MULTIPLIER 1A6A1A4V2 
AND PHASE DETECTOR DRIVER 1A6A1A4VI1, 
TEST DATA. - Information follows which will be 
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helpful in determining the performance of X5 
multiplier V2 and phase detector driver V1. Re- 
fer to figure 4-75 for the circuit location of test 
points and figure 5-90 for the physical location. 
The test equipment required is a VTVM (refer 
to Section 1 for type designations). Set MANUAL 
SETTING digital switch to 160000. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Bias voltage (LA6A1A4XV1- 
7): -7.5 VDC minimum. 


(b) DC input voltage (1A6A1A4- 
C55): +180 VDC. 


(c) Refer to figure 5-195 for 
voltage and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3b for 
for specific alignment procedures of 1A6A1A4L3 
and 1A6A1A4A1C5, 
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Figure 4-6. Synthesizer 1A6, 10-KC Loop X5 Multiplier and Phase Detector 
Driver, Simplified Schematic Diagram 
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(9) PHASE DETECTOR 1A6A1A4A1 
AND SWEEP MULTIVIBRATOR 1A6AIA5V6, CIR- 
CUIT DESCRIPTION. - Phase detector diodes 
A4A1CR1, A4A1CR2 and associated circuitry (see 
figure 4-7) receive the 35.3- to 36.2-MC signal 
from phase detector driver 1A6A1A4V1 and har- 
monics of the 100-KC reference pulses from the 
pulse generator 1A6A1A4L1, CRI. The two sig- 
nals are compared to produce a DC error volt- 
age corresponding to phas»? error. The 35.3- 
to 36.2-MC sine wave input signal appears at 
the secondary winding of transformer A4A1T1. 
The 100-KC reference pulses are applied to 
the secondary winding center tap. Withno 100-KC 
pulses present, diodes A4A1CR1 and A4A1CR2 al- 
ternately conduct during opposite halves of the in- 
put signal cycle. The conduction of the diodes 
charges capacitors A4A1C1 and A4A1C2 equally 
in opposite polarities and the phase detector 
output is zero. The 100-KC input pulses are 
composed of a damped spectrum of frequencies 
occurring at 100-KC intervals. The spectrum 
of frequencies includes 35.3 to 36.2 MC; 
therefore, comparison is achieved on acycle-by- 
cycle basis. When the sine wave input signal from 
the phase detector driver is 90 degrees out of 
phase with the reference signal, diodes A4A1CR1 
and A4A1CR2 conduct equally, resulting in equal 
charging of capacitors A4A1C1 and A4A1C2. This 
corresponds to a no error condition and the phase 
detector output is zero. If the phase difference is 
other than 90 degrees, one diode conducts more 
than the other. The unequal conduction of the 
diodes charges capacitors A4A1C1 and A4A1C2 
to unequal levels, thus producing a DC error 
voltage whose amplitude and polarity is propor- 
tional to the amount and direction of the phase 
error. The DC error voltage is applied to the 
reactance control circuit to produce a variable 
capacitance which corrects (locks) the VFO fre- 
quency. Inductor 1A6A1A4L2 and capacitor 
1A6A1A4C5 form a 100-KC filter which traps 
and eliminates the 100-KC pulses. Capacitors 
1A6A1A4C3, 1A6A1A4C4, and 1A6A1A4C6 and 
resistor 1A6A1A4RI1 form a low-pass filter with 
a 10-KC cutoff frequency. The filter stops the RF 
frequencies from appearing at the phase detector 
output. If the VFO breaks lock, sweep multivi- 
brator A5V6 sweeps the VFO through zero error 
thus causing the VFO to lock to the harmonic of 
the 10 KC reference pulse. Sweep multivibrator 
A5V6 is a cathode-coupled, astable multivibrator 
operating at a frequency of 2 to 10CPS. Since the 
grid resistance of the multivibrator is the effec- 
tive resistance of the phase detector, the multi- 
vibrator frequency is proportional to the phase 
detector error voltage output. See Handbook of 
Electronic Circuits NAVSHIPS 900,000.102 for a 
description of the multivibrator. The output of the 
multivibrator is applied to the reactance control 
circuit which attempts to restore (lock) the VFO 
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frequency. If the frequency is corrected suf- 
ficiently to allow for further correction by the 
phase detector, it commences normal operation. 
If sufficient correction cannot be attained, an 
out-of-lock condition exists. The multivibrator 
output is also applied to the test meter which pro- 
vides visual indication of the out-of-lock condition. 


(10) PHASE DETECTOR 1A6A1A4A1 
AND SWEEP MULTIVIBRATOR 1A6A1A5V6, 
TEST DATA. - Information follows which will be 
helpful in determining the operation of phase de- 
tector A4A1 and sweep multivibrator A5V6. Refer 
to figure 4-75 for the circuit location and figures 
5-90 and 5-96 for the physical location of test 
points. The test equipment required isa VTVM 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 


(a) Voltage at junction of capa- 
citors 1A6A1A4A1C1 and 1A6A1A4A1C2: -10 
VDC minimum. If voltage is low, refer to para- 
graph 4-3d(3). 

(b) Refer to paragraph 5-3 for 
general information and paragraph 5-3b for 
specific alignment procedures of 1A6A1A4A1C5. 


e. 1-KC LOOP CIRCUITS 1A6A1A4 AND 
1A6A1A5, FUNCTIONALSECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The 1-KC loop func- 
tional section (see figures 4-76 and 5-195) tunes 
the synthesizer output frequency in 1-KC steps. 
It consists of a variable frequency oscillator 
(VFO), a reactance control circuit, a phase de- 
tector, phase detector driver, an amplifier, a 
multiplier, and a buffer amplifier. The functional 
operation of the 1-KC loop circuits is similar to 
the operation of the 10-KC loop circuits func- 
tional section described in paragraph 4-3d. The 
output of the 1-KC loop circuits, in the frequency 
range of 3.21 to 3.30 MC is applied to the in- 
cremental dividers functional section where it is 
combined with the 100-CPS loop output. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. - Information follows which 
will be helpful in determining the overall per- 
formance of the 1-KC loop circuits functional 
section. Refer to figure 4-76 for the circuit loca- 
tion and figures 5-90 and 5-91 for the physical 
location of test points. The test equipment re- 
quired is an electronic counter, and an RF VTVM 
(refer to Section 1 for type designations). 


Note 
Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
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To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTING digital switch. Remem- 
ber that the actual output frequency of the syn- 
thesizer is 1.75 MC higher than the switch setting. 
Then set the SERVO MODE switch to MANUAL 
CHANNEL AUTO and throw the MOTOR DRIVE 
ON switch to ON. Press the START switch, and 
after completion of tuning cycle, throw MOTOR 
DRIVE ON switch off. To change incremental 
frequencies of 10 KC, 1 KC, and 100 cycles, it is 
only necessary to set the applicable digit on the 
MANUAL SETTING digital switch. 


(a) RF output (1A6A1A4E37) 
3.21 to 3.830 MC in 10-KC steps at0.3 
VRMS minimum. If correct, 1KC loop is op- 
erating properly. 


(b) RF input (1A6A1A4T1, pin 
2) (ax): 100 KC at 7 VRMS minimum. If fre- 


quency is unstable, refer to paragraph 4-3b(3). 


(c) Check front panel TEST 
METER reading with TEST METER switch in 
1-KC loop and 180V B: positions. Refer to table 
3-12 for typical meter readings. 


(3) VFO 1A6A1A4V9 AND REAC- 
TANCE CONTROL CIRCUIT 1A6A1A4A5, CIR- 
CUIT DESCRIPTION. - The operation of the 
1-~KC loop VFO and reactance control circuit 
(see figure 4-4) is identical to the operation of 
the 10-KC loop VFO and reactance control 
circuit described in paragraph 4-3d(3). 


(4) VFO 1A6A1A4V9 AND REAC- 
TANCE CONTROL CIRCUIT 1A6A1A4A5, TEST 
DATA. - Information follows whichwillbe help- 
ful in determining the performance of the 1-KC 
loop VFO and reactance control circuit. Refer to 
figure 4-76 for the circuit location and figure 
5-90 for the physical location of test points. 


Note 


Because operational tests cannot be made 
without loading the oscillator circuits, 
voltage and resistance measurements 
are recommended only. 


The test equipment is a 
VTVM (refer to Section 1 for type designations). 


NOTE 


Refer to the servicing block diagram 
of this functional section at the end of 
Section 4 for additional test data. 


(a) DC input voltage (1A6A1A4- 
E5): +180 VDC. 
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(b) Refer to figure 5-195 for 
voltage and resistance measurements. 


(c) Refer to paragraph 5-3 for 
general information and paragraph 5-3c for spe- 
cific alignment procedure of 1A6A1A4A5L1. 


(5) BUFFER AMPLIFIER 1A6A1A4- 
v10 AND X10 MULTIPLIER 1A6A1A4V6, CIR- 
CUIT DESCRIPTION. - The buffer amplifier 
v10 and associated circuitry (see figure 4-8) 
receives the 3.21- to 3.30-MC signal from the 
VFO. The output from the cathode of V10 is 
applied to the third mixer 1A6A1A10A2 and 
the output from the plate of V10 is applied to 
X10 multiplier V6. See Handbook of Electronic 
Circuits, NAVSHIPS 900,000.102, for a descrip- 
tion of the buffer amplifier. The operation of 
X10 multiplier V6 is similar to X5 multiplier 
1A6A1A4V2 described in paragraph 4-3d(7); the 
difference is that the plate tank circuit (L7 and 
C31) of V6 is tuned to resonate at the tenth 
harmonic frequency of the fundamental input 
frequency. The output of X10 multiplier V6 is 
applied to amplifier 1A6A1A4V5. 


(6) BUFFER AMPLIFIER 1A6A14- 
4V10 AND X10 MULTIPLIER 1A6A1A4V6, TEST 
DATA. — Information which will be helpful in 
determining the performance of buffer amplifier 
v10 and X10 multiplier V6 is listed below. Refer 
to figure 4-76 for the circuit location and figures 
5-90 and 5-91 for the physical location of test 
points. The test equipment required is a VTVM 
(refer to Section 1 for type designations). Set 
MANUAL SETTING digital switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Bias voltage (1A6A1A4XV6- 
7): 25 VDC minimum. 


(b) DC input voltage (1A6A1A4- 
E5): +180 VDC. 


(c) Refer to figure 5-195 for volt- 
age and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3c for spe- 
cific alignment procedures of 1A6A1A4L7 and 
1A6A1A4C73. 


(7) AMPLIFIER 1A6A1A4V5 AND 
PHASE DETECTOR DRIVER 1A6A1A4V4, CIR- 
CUIT DESCRIPTION. - Amplifier V5 (see figure 
4-9) amplifies the 32.1- to 33.0-MC signal from 
X10 multiplier 1A6A1A4V6, and applies it to 
phase detector driver V4. The output of phase 
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Simplified Schematic Diagram 
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Synthesizer 1A6, 10-KC Loop Phase Detector and Sweep Multivibrator, 


Figure 4-7, 


ORIGINAL 


Paragraph 
4-3e(7) 


detector driver V4 is applied to phase detector 
1A6A1A4A2 where it is compared with 100-KC 
reference pulses. Amplifier V5 is similar to 
10-KC loop amplifier 1A6A1A4V3 described in 
paragraph 4-3d(5) and phase detector driver V4 
is similar to 10-KC loop phase detector driver 
1A6A1A4V1 described in paragraph 4-3d(7). 


(8) AMPLIFIER 1A6A1A4V5 AND 
PHASE DETECTOR DRIVER 1A6A1A4V4, TEST 
DATA. - Information follows which willbe help- 
ful in determining the operation of amplifier V5 
and phase detector driver V4. Refer to figure 
4-76 for the circuit location and figure 5-90 for 
the physical location of test points. The test 
equipment required is a VTVM (refer to Section 1 
for type designations). Set MANUAL SETTING 
digital switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Bias voltage (1A6A1A4XV4- 
7): -10 VDC minimum. 


(b) DC input voltage (1A6A1A4- 
C56); +180 VDC. 


(c) Refer to figure 5-195 for 
voltage and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3c for spe- 
cific alignment procedures of 1A6A1A4L6 and 
1AGA1A4A2C5. 


(9) PHASE DETECTOR 1A6A1A4A2 
AND SWEEP MULTIVIBRATOR 1A6A1A5V5, 
CIRCUIT DESCRIPTION. - The phase detector, 
diodes A4A2CR1, A4A2CR2 and associated cir- 
cuitry, receives the 32.1- to 33.0-MC signal from 
phase detector driver 1A6A1A4V4 and 100-KC 
reference pulses from the reference circuits 
functional section. The two signals are compared 
to produce a DC error voltage corresponding to 
the phase error. The error voltage is applied to 
the 1-KC loop reactance control circuit. The 
operation of phase detector A4A2 and sweep 
multivibrator A5V5 is similar to the operation of 
phase detector 1A6A1A4A1CRI1 and 1A6A1A4A1- 
CR2 and sweep multivibrator A5V6 described in 
paragraph 4-3d(9). 


(10) PHASE DETECTOR 1A6A1A4A2 
AND SWEEP MULTIVIBRATOR 1A6A1A5V5, 
TEST DATA. - Information follows which will be 
helpful in determining the operation of phase 
detector A4A2 and sweep multivibrator A5V5. Re- 
fer to figure 4-76 for the circuit location and fi- 
gures 5-90 and 5-91 for the physical location of 
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test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Voltage at junction of capa- 
citors 1A6A1A4A2C1 and 1A6A1A4A2C2; -10 VDC 
minimum. If voltage is low refer to paragraph 
4-3e(3). 


(b) Refer to paragraph 5-3 for 
general information and paragraph 5-3c for spe- 
cific alignment procedure of 1A6A1A4A2C5. 


f. 100-CPS LOOP CIRCUITS 1A6A1A4 
AND 1A6A1A5 FUNCTIONALSECTION DESCRIP- 
TION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The 100-CPS loop func- 
tional section (see figures 4-77 and 5-195) tunes 
the synthesizer output frequency in 100-cycle 
steps. Itconsists of a variable frequency oscillator 
(VFO), a reactance control circuit, a phase de- 
tector, a phase detector driver, an amplifier, and 
two X5 multipliers. The functional operation of the 
100-CPS loop circuits is similar to the operation 
of the 10-KC loop circuits functional section de- 
scribed in paragraph 4-3d. The output of the 100- 
CPS loop circuits, in the 1.964- to 2.000-MC 
frequency range, is applied to the incremental 
divider's functional section where it is combined 
with the 1-KC loop output. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. - Information follows which 
will be helpful in determining the overall opera- 
tion of the 100-CPS loop circuits functional sec- 
tion. Refer to figure 4-77 for the circuit location 
and figures 5-90, 5-96 and 5-97 for the physical 
location of test points. The test equipment re- 
quired is an electronic counter and an RF VTVM 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTING digital switch. Remem- 
ber that the actual output frequency of the syn- 
thesizer is 1.75 MC higher than the switch setting. 
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Figure 4-8. Synthesizer 1A6, 1-KC Loop Buffer Amplifier and X10 Multiplier, 
Simplified Schematic Diagram 
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Figure 4-9. Synthesizer 1A6, 1-KC Loop Amplifier and Phase Detector Driver, 
Simplified Schematic Diagram 
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Then set the SERVO MODE switch to MANUAL 
CHANNEL AUTO and throw the MOTOR DRIVE 
ON switch to ON. Press the START switch and 
after completion of tuning cycle throw MOTOR 
DRIVE ON switch off. To change incremental fre- 
quencies of 10 KC, 1 KC, and 100 cycles, it is 
only necessary to set the applicable digit on the 
MANUAL SETTING digital switch. 


(a) RF output (1A6A1A4E38) 
: 1.964 to 2.000 MC in 4-KC steps at 0.5 


VRMS minimum. If correct, 100-cycle loop is 
operating properly. 


(b) RF input (1A6A1A5T1, pin 4) 
(ee): 100 KC at 9 VRMS minimum. If frequency 
is unstable, refer to paragraph 4-3b(3), 


(c) Check front panel TEST ME- 
TER reading with TEST METER switch in 100- 
CPS LOOP and 180-V B+ positions. Refer to table 
3-12 for typical meter readings. 


(3) VFO CATHODE FOLLOWER 
1A6A1A4V13 AND REACTANCE CONTROL CIR- 
CUIT 1A6A1A4A4, CIRCUIT DESCRIPTION. - 
The operation of the 100-CPS loop VFO cathode 
follower and reactance control circuits (see fig- 
ure 4-10) is similar to the operationtothe 10-KC 
loop VFO and reactance control circuits described 
in paragraph 4-3d(3). The output of the VFOis ap- 
plied to X5 multiplier 1A6A1A4V14. A portion of 
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the VFO output is also applied to the grid of the 
cathode follower section of V13. The output ofthe 
cathode follower is applied to the 4 to 1 locked 
divider 1A6A1A10A1 in the incremental divider 
functional section. See Handbook of Electronic 
Circuits NAVSHIPS 900,000.102 for the descrip- 
tion of a cathode follower. 


(4) VFO CATHODE FOLLOWER 
1A6A1A4V13 AND REACTANCE CONTROL CIR- 
CUIT A4A4, TEST DATA. — Information follows 
which will be helpful in determining the opera- 
tion of the 100-CPS loop VFO cathode follower 
and reactance control circuits. Refer to figure 
4-77 for the circuit location and figure 5-91 for 
the physical location of test points. The test equip- 
ment required is a VTVM (refer to Section 1 for 
type designations). 


Note 


Because operational tests cannot be 
made without loading the oscillator cir- 
cuits, voltage and resistance measure- 
ments are recommended only. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DC input voltage (1A6A1A- 
4E5): +180 VDC. 
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Figure 4-10. Synthesizer 1A6, 100-Cycle Loop VFO, Cathode Follower, and 
Reactance Control Circuits, Simplified Schematic Diagram 
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(b) Refer to figure 5-195 for volt- 
age and resistance measurements. 


(c) Refer to paragraph 5-3 for 
general information and paragraph 5-3d for spe- 
cific alignment procedure of 1A6A1A4A4L1, 


(5) X5 MULTIPLIER 1A6A1A4V14 
AND AMPLIFIER 1A6A1A5V3, CIRCUIT DE- 
SCRIPTION. — The X5 multiplier, A4V14 and 
associated circuitry (see figure 4-11), receives 
the 1.964- to 2.000-MC signal from 100-CPS 
loop VFO 1A6A1A4V13, multiplies it to 9.82 to 
10.000 MC, and applies it to the grid of ampli- 
fier A5V3. The output of amplifier A5V3 is applied 
to multiplier 1LA6A1LA5V2. The operation of 100- 
CPS loop X5 multiplier A4V14 and amplifier A5V3 
is similar to the operation of 10-KC loop X2 
multiplier A4V8 and amplifier A4V3 described in 
paragraph 4-3d(5). 


(6) X5 MULTIPLIER 1A6A1A4V14 
AND AMPLIFIER 1A6A1A5V3, TEST DATA. — 
Information follows which will be helpful in de- 
termining the operation of 100-CPS loop multi- 
plier A4V14 and amplifier A5V3. Refer to figure 
4-77 for the circuit location and figures 5-91, 
5-96 and 5-97 for the physical location of test 
points. The test equipment required is an elec- 
tronic counter, a VT VM and an RF VTVM (refer 
to Section 1 for type designations). Set MANUAL 
SETTING digital switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Bias voltage (1A6A1A5V2- 
7) (az): -18 VDC minimum. 


(b) DC input voltage (1A6A1A4E5): 
+180 VDC. 


(c) Refer to figure 5-195 for volt- 
age and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3d for spe- 
cific alignment procedures of 1A6A1A4C66 and 
LA6ALASL3. 


(7) X5 MULTIPLIER 1A6AlLA5V2 
AND PHASE DETECTOR DRIVER 1A6AI1A5V1, 
CIRCUIT DESCRIPTION. — The X5 multiplier 
v2 and associated circuitry (see figure 4-12), 
receive the 9.82- to 10.00-MC signal from amp- 
lifier 1A6A1A5V3, multiply it to 49.1 to 50.0 MC, 
and apply it to the grid of phase detector driver 
Vi. The output of phase detector driver V1 is 
applied to phase detector 1A6A1A5A1. The op- 
eration of 100-CPS loop X5 multiplier V2 and 
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phase detector driver V1 is identical to the op- 
eration of 10-KC loop X5 multiplier 1A6A1A4V2 
and phase detector driver 1A6A1A4V1 described 
in paragraph 4-3d(7). 


(8) X5 MULTIPLIER 1A6A1A5V2 
AND PHASE DETECTOR DRIVER 1A6A1A5V1, 
TEST DATA. — Information which will be helpful 
in determining the operation of 100-CPS loop X5 
multiplier V2 and phase detector driver V1 is 
listed below. Refer to figure 4-77 for the circuit 
location and figure 5-96 for the physical location 
of test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 
Set MANUAL SETTING digital switch to 160055. 


Note 


Refer to the servicing block diagram 
of this functional section at the end of 
Section 4 for additional test data. 


(a) Bias voltage (1A6A1A5XVI1- 
7): -5 VDC minimum. 


(b) DC input voltage (1LA6A1A- 
5C19): +180 VDC. 


(c) Refer to figure 5-196 for volt- 
age and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3d for spe- 
cific alignment procedures of 1A6A1A5L2 and 
LA6ALASAICS 


(9) PHASE DETECTOR 1A6A1A5A1 
AND SWEEP MULTIVIBRATOR 1A6ALA5V4, CIR- 
CUIT DESCRIPTION. — The phase detector, 
diodes CR1 and CR2 and associated circuitry, re- 
ceives the 49.1- to 50.0-MC signal from phase de- 
tector driver 1A6A1A5V1 and 100-KC reference 
pulses from the reference circuits functional 
section. The two signals are compared to produce 
a DC error voltage corresponding to the phase 
error. The error voltage is applied to the 100- 
CPS loop reactance control circuit. The opera- 
tion of 100-CPS loop phase detector Al and sweep 
multivibrator V4 is similar to the operation of 
10-KC loop phase detector 1A6A1A4A1 andsweep 
multivibrator 1A6A1A5V6 described in paragraph 
4-3d(9). 


(10) PHASE DETECTOR 1A6A1A5Al1 
AND SWEEP MULTIVIBRATOR 1A6A1A5V4, 
TEST DATA. — Information follows which will 
be helpful in determining the operation of 100-CPS 
loop phase detector Al and sweep multivibrator 
v4. Refer to figure 4-77 for the circuit location 
and figures 5-96 and 5-97 for the physical location 
of test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 
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Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Voltage at junction of capa- 
citors LA6ALASAIC!I and 1LA6ALASAIC2: -6 VDC 
minimum. If voltage is low, refer to paragraph 
4-3f(3). 


(b) Refer to paragraph 5-3 for 
general information and paragraph 5-3d for spe- 
cific alignment procedures of 1A6A1A5AI1C5. 


g. INCREMENTAL DIVIDER CIRCUITS 
1A6A1A10, FUNCTIONAL SECTION DESCRIP- 
TION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. — The incremental dividers 
functional section (see figure 4-78) consists of 
three locked dividers and two mixers. The incre- 
mental divider receives signals from the 10-KC 
loop functional section, the 1-KC loop functional 
section, and the 100-CPS loop functional section. 
It combines and divides these signals and applies 
the resultant composite secondary loop signal to 
the main loop functional section. The 1.964- to 
2.000-MC input from the 100-CPS functional sec- 
tion is divided to a 0.491- to 0.500-MC signal by 
4 to 1 locked divider Al and combined in third 
mixer A2 with the 3.21- to 3.30-MC input signal 
from the 1-KC loop functional section. The 3.701- 
to 3.800-MC output of the third mixer is divided 
to a 0.7402- to 0.7600-MC signal by 5 to 1 locked 
divider A3 and combined in fourth mixer A4 with 
the 7.06- to 7.24-MC input from the 10-KC loop 
functional section. The composite secondary loop 
output of the fourth mixer, inthe 7.8002- to 8.0000 
MC frequency range, is divided to a 3.9001- to 
4.0000-MC signal by 2 to 1 locked divider A5 
and applied to the main loop functional section. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. — Information follows which 
will be helpful in determining the overall per- 
formance of the incremental dividers functional 
section. Refer to figure 4-78 for the circuit lo- 
cation and figures 5-80 and 5-107 through 5-111 
for the physical location of test points. The test 
equipment required is an electronic counter and 
an RF VTVM (refer to Section 1 for type desig- 
nations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
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To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTING digital switch. Remem- 
ber that the actual output frequency of the syn- 
thesizer is 1.75 MC higher than the switch setting. 
Then set the SERVO MODE switch to MANUAL 
CHANNEL AUTO and throw the MOTOR DRIVE ON 
switch to ON. Press the START switch and after 
completion of tuning cycle throw MOTOR DRIVE 
ON switch off. To change incremental frequencies 
of 10 KC, 1 KC, and 100 cycles, it is only neces- 
sary to set the applicable digit on the MANUAL 
SETTING digital switch. 


(a) RF output (1A6A1A10XA5-9) 
: 3.9001 to 4.0000 MC in 10-KC steps for 


incremental changes in 10-KC loop frequency, 
1-KC steps for incremental changes in 1-KC loop 
frequency, and 100-cycle steps for incremental 
changes in 100-cycle loop frequency, at1.5 VRMS 
minimum. If correct, incremental divider func- 
tional section is operating properly. 


(b) RF input from 10-KC loop 
(1A6A1A10E3) @D : 7.06 to 7.24 MC in 20-KC 


steps at 0.2 VRMS minimum at 7.14 MC. If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3d. 


(c) RF input from 1-KC loop 
(1A6A1A10E4) 6) : 3.21 to 3.30 MC in 10-KC 


steps at 0.3 VP-P minimum at 3.25 MC. If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3e. 


(d) RF input from 100-cycle loop 
(1A6A1A10E5) (GG) : 1.964 to 2.000 MC in 4-KC 


steps at 0.5 VRMS minimum at 1.980 MC. If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3f. 


(e) DC input voltage (1A6A1A10- 
E6): +28 VDC. 


(3) 4 to 1 LOCKED DIVIDER 1A6A1- 
A10Al1, CIRCUIT DESCRIPTION. — The 4 to 1 
locked divider (see figure 4-13) is a grounded 
base oscillator, in a common emitter configura- 
tion, which is free running at a frequency slightly 
above 500 KC. Resistors R1 and R2 set the base 
operating parameters for transistor Q1. The col- 
lector tuned circuit consists of inductor L1 and 
capacitors Cl and C3. Positive feedback is from 
collector to emitter. The 1.964- to 2.000-MC, 
100-CPS loop input signal is applied to the base 
of transistor Ql. Every fourth cycle of the input 
signal synchronizes (phase locks) the oscillator 
fundamental frequency and provides for a stable 
output. The 0.491- to 0.500-MC output oftransis- 
tor Q1 is combined in third mixer 1A6A1A10A2 
with the 1-KC loop signal. 
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Figure 4-11. Synthesizer 1A6, 100-Cycle Loop X5 Multiplier and Amplifier, 
Simplified Schematic Diagram 
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Figure 4-12. Synthesizer 1A6, 100-Cylce Loop X5 Multiplier and Phase Detector 
Driver, Simplified Schematic Diagram 
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Figure 4-13. 4 to 1 Locked Divider, Simplified Schematic Diagram 


(4) 4to 1 LOCKED DIVIDER1A6A1- 
A10A1, TEST DATA. - Information follows which 
will be helpful in determining the performance 
of 4 to 1 locked divider Al. Refer to figure 4-78 
for the circuit location and figures 5-80 and 5-107 
for the physical location of test points. The test 
equipment required is an electronic counter, a 
VTVM and an RF VTVM (refer to Section 1 for 
type designations). Set MANUAL SETTING digital 
switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
(a) RF output (1A6A1A10XA1-9) 
0.491 to 0.500-MC in 1-KC steps for in- 
cremental changes of 100 cycles at 1.7 VRMS 
minimum. If correct, 4 to 1 locked divider is op- 
erating properly. 
(b) RF input (1A6A1A10XA1-2) 
(Be): 1.964 to 2.000 MC in 4-KC steps at 0.5 


VRMS minimum. If frequency is unstable or in- 
correct refer to paragraph 4-3i. 
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(c) DC input voltage (1A6A1A- 
10XA1-1): +21 VDC. 


(d) Refer to figure 5-201 for 
transistor voltage measurements. 


(e) Refer to paragraph 5-3 for 
general information and paragraph 5-3e for spe- 
cific alignment procedure of 1A6A1A10A1L1. 


(5) THIRD MIXER 1A6A1A10A2, 
CIRCUIT DESCRIPTION. - The third mixer (see 
figure 4-14) consists of diode mixer CR1 and CR2 
and amplifier Ql. The inputs to the diode mixer 
are the 0.491- to 0.500-MC signal from 4 tol 
locked divider 1A6A1A10A1 and the 3.21- to 
3.30-MC signal from the 1-KC loop functional 
section. The output of the diode mixer is a large 
number of signals including the sum and differ- 
ence of the two inputs. Inductor L1 and capacitors 
C1 and C2 form a tank circuit tuned to resonate 
at a frequency corresponding to the sum of the 
two input signals. The 3.701- to 3.800-MC output 
of the tank circuit is applied to the base of com- 
mon emitter amplifier Q1. The collector circuit 
of transistor Q1 is tuned to a frequency in the 
3.701- to 3.800-MC range by a tank circuit con- 
sisting of the secondary winding of transformer T2 
and capacitor C3. The output from the secondary 
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Figure 4-14. Synthesizer 1A6, Third Mixer, Simplified Schematic Diagram 


winding of T2 is applied to 5 to 1 locked divider 
1A6A1A10A3. See Handbook of Electronic Cir- 
cuits, NAVSHIPS 900,000.102 for a description of 
the diode mixer and common emitter amplifier 
circuits. 


(6) THIRD MIXER 1A6A1A10A2, 
TEST DATA. - Information follows which will be 
helpful in determining the performance of third 
mixer A2. Refer to figure 4-78 for the circuit 
location and figure 5-80 and 5-108 for the physical 
location of test points. The test equipment required 
is an electronic counter, a VTVM and an RF 
VTVM (refer to Section 1 for type designations). 
Set MANUAL SETTING digital switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) RF output (1A6A1A10XA2- 
9) : 3.701 to 3.800-MC in10-KC steps for in- 


cremental changes in 10-KC loop frequency and 
1-KC steps for incremental changes in 100-cycle 
loop frequency at 1.0 VRMS minimum. Ifcorrect, 
third mixer is operating properly. 
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(bo) RF input from 1-KC loop 
(1A6A1A10XA2-5) 23.21 to 3.30MCin10-KC 


steps at 0.3 VP-P minimum. If unstable or in- 
correct, refer to paragraph 4-3e. 


(c) RF input from 4 to 1 locked 
divider (1A6A1A10XA2-2) : 0.491 to 0.500 


MC in 1-KC steps at 1.7 VRMS minimum. If un- 
stable or incorrect, refer to paragraph 4-3¢(2). 


(d) DC input voltage (1A6A1A- 
10XA2-1): +13 VDC. 


(e) Refer to figure 5-201 for 
transistor voltage measurements. 


({) Refer to paragraph 5-3 for 
general information and paragraph 5-3e for spe- 
cific alignment procedures of 1A6A1A10A2T2. 


) 5 to 1 LOCKED DIVIDER 
1A6A1A10A3, CIRCUIT DESCRIPTION. - The 5 
to 1 locked divider receives the 3.701- to 3.800- 
MC signal from third mixer 1A6A1A10A2, divides 
it by a factor of five, and applies the resultant 
0.7402- to 0.7600-MC signal to fourth mixer 
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1A6A1A10A4. The operation of 5 to 1 locked di- 
vider A3 is identical to the operation of 4 tol 
locked divider 1A6A1A10A1 described in para- 
graph 4-3¢(3). 


(8) 5 to 1 LOCKED DIVIDER 
1A6A1A10A3, TEST DATA. - Information fol- 
lows which will be helpful in determining the 
performance of 5 to 1 locked divider A3. Refer 
to figure 4-78 for the circuit location and figures 
5-80 and 5-109 for the physical location of test 
points. The test equipment required is an elec- 
tronic counter, a VTVM and an RF VTVM (refer 
to Section 1 for type designations). Set MANUAL 
SETTING digital switch to 160055. 


Note 


Refer to the servicing block diagram 
of this functional section at the end of 
Section 4 for additional test data. 


(a) RF output (1A6A1A10XA3- 
9) (Be): 0.7402 to 0.7600 MC in 2-KC steps 


for incremental changes in 1-KC loop frequency 
and 200-cycle steps for incremental changes in 
100-cycle loop frequency at 2.0 VRMS minimum. 
If correct, 5 to 1 locked divider is operating 
properly. 


an (b) RF input (1A6A1A10XA3- 
2) { BF}: 3.701 to 3.800 MC in 10-KC steps for 


incremental changes in 1-KC loop frequency and 
1-KC steps for incremental changes in 100-cycle 
loop frequency at1.0 VRMS minimum. If frequency 
is unstable or incorrect, refer to paragraph 
4-39(5). 


(ec) DC input voltage (1LA6A1A- 
10XA3-1): +20 VDC. 


(d) Refer to figure 5-201 for 
transistor voltage measurements. 


(e) Refer to paragraph 5-3 for 
general information and paragraph 5-3e for spe- 
cific alignment procedures of 1A6A1A10A3L1. 


(9) FOURTH MIXER 1A6A1A10A4, 
CIRCUIT DESCRIPTION. - The fourth mixer 
receives the 0.7402- to 0.7600-MC signal from 5 
to 1 locked divider 1A6A1A10A3 (combined 100- 
CPS loop and 1-KC loop signal) and the 7.06- 
to 7.24-MC signal from the 10-KC loop functional 
section. The two signals are combined to produce 
a composite secondary loop signal in the 7.8002- 
to 8.0000-MC frequency range. The output of 
the fourth mixer is applied to 2 to 1 locked di- 
vider 1A6A1A10A5. The operation of fourth mixer 
A4 is identical to the operation of third mixer 
1A6A1A10A2 described in paragraph 4-3¢(5). 
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(10) FOURTH MIXER 1A6A1A10A4, 
TEST DATA. - Information follows which will 
be helpful in determining the performance of 
fourth mixer A4. Refer to figure 4-78 for the 
circuit location and figure 5-80 and 5-110 for the 
physical location of test points. The test equip- 
ment required is an electronic counter, a VTVM, 
and an RF VTVM (refer to Section 1 for type 
designations). Set MANUAL SETTING digital 
switch to 160055. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a)RF output (1A6A1A10XA4-9) 
: 7.8002 to 8.0000 MC in20-KC steps for in- 


cremental changes in 10-KC loop frequency; 2-KC 
steps for incremental changes in 1-KC loop fre- 
quency, and 200-cycle steps for incremental 
changes in 100-cycle loop frequency at 0.3 VRMS 
minimum. If correct, fourth mixer is operating 
properly. 

(b) RF input from 10-KC loop 
(1A6A1A10XA4-5) : 7.06 to 7.24 MC in 


20-KC steps at 0.2 VRMS minimum. If frequency 
is unstable or incorrect refer to paragraph 4-3d. 


(c) RF input from 5 to 1 locked 
divider (1A6A1A10XA4-2) : 0.7402 to 0.7600 


MC in 2-KC steps for incremental changes in 
1-KC loop frequency and 200-cycle steps for in- 
cremental changes in 100-cycle loop frequency at 
2 VRMS minimum. If frequency is unstable or 
incorrect, refer to paragraph 4-3¢(7). 


(d) DC input voltage (1A6A1A- 
10XA4-1): +12.5 VDC. 


(e) Refer to figure 5-201 for 
transistor voltage measurements. 


(f{) Refer to paragraph 5-3 for 
general information and paragraph 5-3e for spe- 
cific aligament procedure of LASA1ALOA4T2. 


(11) 2 to 1 LOCKED DIVIDER 1A6A- 
1A10A5, CIRCUIT DESCRIPTION. - The 2 tol 
locked divider receives the 7.8002- to 8.0000-MC 
signal from fourth mixer 1A6A1A10A4, divides 
it by a factor of two, and applies the resultant 
3.9001- to 4.0000-MC signal to the main loop 
functional section. The operation of 2 to 1 locked 
divider A2 is identical to the operation of 4 to 1 
locked divider 1A6A1A10A1 described in para- 
graph 4-3¢(3). 
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(12) 2to 1 LOCKED DIVIDER1A6A1- 
A10A5, TEST DATA. - Information follows which 
will be helpful in determining the performance of 
2 to 1 locked divider A5. Refer to figure 4-78 for 
the circuit location and figure 5-80 and 5-111 for 
the physical location of test points. The test 
equipment required is an electronic counter, a 
VTVM and an RF VTVM (refer to Section 1 for 
type designations). Set MANUAL SETTING digital 
switch to 160055. 
Note 

Refer to the servicing block diagram of 

this functional section at the end of Sec- 

tion 4 for additional test data. 


(a)RF output (LA6A1A10XA5-9) 


(sc): 3.9001 to 4.0000 MC in 10-KC steps for 


incremental changes in 10-KC loop frequency, 
1-KC step for incremental changes in 1-KC loop 
frequency, and 100-cycle steps for incremental 
changes in 100-cycle loop frequency at 1.5 VRMS 
minimum. If correct, 2 to 1 locked divider is op- 
erating properly. 


(b) RF input (1A6A1A10XA5-2) 
: 7.8002 to 8.0000 MC in 20-KC steps for 


incremental changes in 10-KC loop frequency, 2- 
KC steps for incremental changes in 1-KC loop 
frequency, and 200-cycle steps for incremental 
changes in 100-cycle loop frequency at 0.3 
VRMS minimum. If frequency is unstable or in- 
correct, refer to paragraph 4-3g(a). 


(c) DC input voltage (1A6A1A- 
10XA5-1): +19 VDC. 


(d) Refer to figure 5-201 for 
transistor voltage measurements. 


(e) Refer to paragraph 5-3 for 
general information and paragraph 5-3e for spe- 
cific alignment procedures of LAGA1LA1OA5L1. 


h. MAIN LOOP CIRCUITS 1A6A1A4, 
1A6A1A6, 1A6A1A11, AND 1A6A1A13, FUNC- 
TIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The main loop functional 
section (see figure 4-79) produces the main 17.75- 
to 35.60-MC synthesizer output signal which is 
applied to converter 1A3. It consists of a re- 
actance controlled VFO, awideband amplifier, two 
mixers, two IF amplifiers, a limiter, and a dis- 
criminator. The VFO generates the selected fre- 
quency in the 17.75- to 35.60-MC range. During 
automatic operation the main loop VFO is tuned 
by a servo which responds to analog information 
from the memory-control. During emergency 
manual operation, the main loop VFO is tuned by 
front-panel MANUAL TUNE control. The output 
of the VFO is amplified by wideband amplifier 
A13 and applied to first mixer All. The first 


ORIGINAL 


NAVSHIPS 0967 009 2020 


Paragraph 
4-3¢(12) 


mixer combines the VFO signal with the 22.1- to 
40.0-MC spectrum generator signal from the ref- 
erence circuits functional section to produce the 
4.3001- to 4.4000-MC firstIF signal. The spectrum 
generator tuning controls and the main loop tuning 
controls are ganged; therefore, a change in the 
main loop VFO frequency results in a spectrum 
generator frequency change. However, the changes 
in the two frequencies are not the same. The 
spectrum generator frequency is changed in 100- 
KC steps, but the main loop VFO frequency is 
changed (by the secondary loops) in10-KC,1-KC, 
and 100-CPS steps. The resulting first mixer 
output varies over a range of 99.9KC from 4.4000 
to 4.3001 MC. The output of the first mixer is am- 
plified by first IF amplifier A4V11 and applied to 
the second mixer. The second mixer combines 
the 4.4000- to 4.3001-MC signal with the 3.9001- 
to 4.0000-MC composite secondary loop signal 
from the loop combiner functional section at a 
frequency of 400-KC. The output of the second 
mixer is amplified by second IF amplifier A4V12, 
set at a constant level by limiter A4V15, and ap- 
plied to the discriminator. The discriminator 
compares this 400-KC signal with the 400-KC 
reference signal from the reference circuits func- 
tional section. If a frequency or phase difference 
exists, a DC error voltage is produced. The DC 
error voltage is applied to the mainloop reactance 
control circuit to correct the main loop VFO fre- 
quency. The output of the main loop is amplified 
by output amplifier A6V3 and supplied to the con- 
verter unit. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. - Information follows which 
is helpful in determining the performance of the 
main loop circuits. Refer to figure 4-79 for the 
circuit location and figures 5-91, 5-99 and 5-100 
for the physical location of test points. The test 
equipment required is an electronic counter, and 
an RF VTVM (refer to Section 1 for type designa- 
tions). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTINGdigital switch. Remem- 
ber that the actual output frequency of the syn- 
thesizer is 1.75 MC higher thanthe switch setting. 
Then set the SERVO MODE switch to MANUAL 
CHANNEL AUTO and throw the MOTOR DRIVE 
ON switch to ON. Press the START switch and 
after completion of tuning cycle throw MOTOR 
DRIVE ON switch off. To change incremental fre- 
quencies of 10 KC, 1 KC, and 100 cycles, it is 
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only necessary to set the applicable digit on the 
MANUAL SETTING digital switch. 


(a) RF output (LA6A1J3 


17.75- to 35.60-MC in 100-cycle steps at 1.0 VRMS 
minimum. If correct, main loop circuits are 
operating properly. 


(b) RF input from discriminator 
driver 1A6A1A4V16-1 : 400 KC at 9.0 VRMS 


minimum. If frequency is unstable or incorrect, 
refer to paragraph 4-3b. 


(c) RF input from incremental 
divider circuits (1A6A1A4E35) 3.9001 to 


4.0000 MC in10-KC steps for incremental changes 
in 10-KC loop frequency, 1-KC steps for incre- 
mental changes in 1-KC loop frequency, and 100- 
cycle steps for incremental changes in 100-cycle 
loop frequency at 0.23 VRMS minimum. If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3¢. 

(d) Check front panel TEST 
METER reading with TEST METER switch in 
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LIMITER, 180V B+, 100-KC LOOP FINE MAN 
TUNE positions. Refer to table 3-12 for typical 
meter readings. 


(3) VFO AND REACTANCE CON- 
TROL CIRCUITS 1A6A1A6, CIRCUIT DESCRIP- 
TION. - The main loop VFO and associated 
circuitry (see figure 4-15), is a reverse feed- 
back oscillator which generates frequencies in the 
17.75- to 35.60-MC range. The oscillator is simi- 
lar to a tuned plate Armstrong oscillator. Regen- 
erative feedback is provided by capacitor C13 and 
transformer Tl. Refer to NAVSHIPS 900,000.102 
for a description of the tuned plate Armstrong 
oscillator. The oscillator is coarsely tuned by 
capacitor C12A which is ganged with the spectrum 
generator and output amplifier tuning controls. 
During automatic operation, capacitor C12A is 
motor driven in response to information from the 
automatic tuning circuits. During emergency 
manual operation, tuning is accomplished with 
front-panel MANUAL TUNE control, Fine tuning 
of the oscillator in 10-KC, 1-KC, and 100-cycle 
increments is accomplished by reactance control 
vi. The DC error voltage input from the discri- 
minator is converted to a varying inductive reac- 
tance by the reactance tube. The reactance tube 
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Figure 4-15. Synthesizer 1A6, Main Loop VFO and Reactance 
Control Circuits, Simplified Schematic Diagram 
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shunts the VFO and is partofits resonant circuit. 
The RF current from V1 also flows through the 
VFO tank. Voltage of the VFO also appearsat the 
plate of V1, and the phase shifting network, capa- 
citor C2 and resistor R2, shifts the phase of the 
voltage fed to the grid of V1 by 90 degrees. Since 
the resistance of R2 is large (10:1) compared to 
the reactance of the gridto cathode interelectrode 
capacitance of V1, the RF current flowing through 
R2 and C2 is in phase with the main loop VFO 
tank voltage. Therefore, the grid voltage of V1 
is 90 degrees out of phase with the plate voltage. 
The plate current of V1 is in phase with the grid 
voltage and lags the plate voltage by 90 degrees; 
the current through V1 appears inductive and the 
tube acts as a Shunting reactance across the main 
loop VFO tank circuit. The amount of reactance 
is inversely proportional to the Gm of the tube, 
and is determined by the bias or error voltage 
applied to the grid. 


(4) VFO AND REACTANCE CON- 
TROL CIRCUITS 1A6A1A6, TEST DATA, — In- 
formation follows which will be helpful in deter- 
mining the performance of the VFOand reactance 
control. Refer to figure 4-79 for the circuit loca- 
tion and figures 5-91 and 5-100 for the physical 
location of test points. 


Note 


Because operational tests cannot be made 
without loading the oscillator circuits, 
voltage and resistance measurements 
are recommended only. 


The test equipment required isa 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DC input voltage (1LA6A1A6E6): 
+180 VDC. 


(b) Refer to figure 5-197 for volt- 
age and resistance measurements, 


(c) Refer to paragraph 5-3 for 
general information and paragraph 5-3f(3) for spe- 
cific alignment procedure of 1A6A1A6C10, 


(5) WIDEBAND AMPLIFIER 1A6A1- 
A138, CIRCUIT DESCRIPTION. — The wideband 
amplifier (see figure 5-197) receives the 17.75- 
to 35.60-MC output of main loop VFO 1A6A1A6V2. 
The signal is amplified and applied to first mixer 
1A6A1A11. The 17.75- to 35.60-MC signal is ap- 
plied to the base of common emitter amplifier 
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Q1. The base bias of Qlissetby resistors R2 and 
R4. The output from the collector of Ql is coupled 
through capacitor C4 to the base of common emitter 
amplifier Q@2. The base bias of Q2 is set by re- 
sistors R6 and R8. The output from the collector 
of Q2 is coupled through transformer T1 to first 
mixer 1A6A1A11. The collector circuit of Q2 is 
tuned by capacitor C7. 


(6) WIDEBAND AMPLIFIER 1A6A1- 
A138, TEST DATA. — Information follows which 
will be helpful in determining the performance of 
the wideband amplifier. Refer tofigure 4-79 for the 
circuit location and figure 5-116 for the physical 
location of testpoints. The test equipment required 
is anelectronic counter,aVTVM, andanRF VTVM 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of sec- 
tion 4 for additional test data. 


(a) RF output (1A6A1A13E1) : 


17.75- to 35.60-MC in 100-cycle steps at 1.5 
VRMS minimum at 24 MC, If correct, wideband 
amplifier is operating properly. 


(b) RF input (1A46A1A13E3): 
17.75- to 35.60-MC in 100-cycle steps at 0.11 
VRMS minimum. If frequency is unstable or in- 
correct refer to paragraph 4-3h(3). 


(ec) DC input voltage (1A6A1A13- 
E2): +28 VDC. 


(d) Refer to figure 5-204 for tran- 
sistor voltage measurements. 


(e) Refer to paragraph 5-3 for 
general information and paragraph 5~-3f(4) for 
specific alignment procedure of 1A6A1A13C7. 


(7) FIRST MIXER 1A6A1A11, CIR- 
CUIT DESCRIPTION. — The first mixer receives 
the 22.1- to 40.0-MC signal from the spectrum 
generator section of 1A6A1A6 and the 17.75- to 
35.60-MC main loop VFO signal from wideband 
amplifier 1A6A1A13 (see figure 5-202). The 22.1- 
to 40.0-MC signal is applied to the primary wind- 
ing of transformer T1 and the 17.75- to 35.60- 
MC signal is applied to the secondary center tap. 
The two signals are mixed by diode mixer CR1 
and CR2, Variable resistor R3 balances the DC 
currents flowing through the circuit. The output of 
the mixer is coupled to the primary winding of 
transformer T2. The secondary of T2 and capa- 
citor C3 form a parallel resonant (tank) circuit 
tuned to the difference of the two input signals. 
The output of T2 is coupled by capacitor C2 to 
transformer T3. Transformer T3 is also tuned to 
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the difference of the two input signals, The output 
of transformer T$3 is applied to first IF amplifier 
1A6A1A4V11. 


(8) FIRST MIXER 1A6A1A11, TEST 
DATA. — Information follows which will be help- 
ful in determining the performance of the first 
mixer. Refer to figure 4-79 for the circuit loca- 
tion and figures 5-112 and 5-116 for the physical 
location of test points. The test equipment re- 
quired is an electronic counter, and an RF VTVM 
(refer to Section 1 for type designations), 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


plifier (1A6A1A11E1) : 17.75- to 35.60-MC 
in 100-cycle steps at 1. RMS minimum, If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3h(5). 


(b) Refer to paragraph 5-3 for 
general information and paragraph 5-3f(6) for 
specific alignment procedures of 1A6A1A11R3, 
1A6A1A11T2, and 1A6A1A11T3, 


(a) RF OF from wideband am- 


(9) FIRST AND SECOND IF AMPLI- 
FIERS, SECOND MIXER, AND LIMITER 1A6A1- 
A4, — First IF amplifier V11 (see figure 5-195) 
receives the 4,3001- to 4.4000-MC signal from 
first mixer 1A6A1A11. The signal is amplified by 
V11 and coupled through transformer T2 to second 
mixer CR2 and CR3, The second mixer also re- 
ceives the 3.9001- to 4.0000-MC signal from 2 to 
1 locked divider 1A6A1A10A5, The two signals are 
combined to produce a difference frequency and 
are applied to the grid of second IF amplifier 
V12. The plate circuit of V12 is tuned to 400 KC 
(difference frequency) by capacitor C74 and the 
primary winding of transformer T3. The 400 KC 
output of V12 is coupled through T3 to the grid 
of limiter V15. Grid leak limiter V15 clips the 
negative and positive peaks of the input signal at 
a predetermined level. During the positive peak 
of the input signal, grid current flows and capa- 
citor C76 charges through the low cathode-to- 
grid resistance of V15 and the secondary of T3. 
This clips the positive peak. As the input signal 
Swings negative, grid current ceases to flow and 
C76 discharges through resistor R49. The resist- 
ance of R49 is large compared to the charging 
resistance; therefore, the capacitor cannot fully 
discharge. This results in an average bias level 
on the grid of V15 sufficient to cut off the tube dur- 
ing the negative peaks of the input signal. This 
clips the negative peaks. The output of the limiter 
is applied to the discriminator. The average bias 
level at the junction of capacitor C76and resistor 
R49 is applied to the TEST METER for monitoring. 


4-42 


NAVSHIPS 0967 009 2020 


AN/FRT-24A 
TROUBLE SHOOTING 


(10) FIRST AND SECOND IF AMPLI- 
FIERS, SECOND MIXER, AND LIMITER 1A6A1- 
A4, TEST DATA, — Information follows which will 
be helpful in determining the performance of the 
first and second IF amplifiers, second mixer, and 
limiter. Refer to figure 4-79 for the circuit loca- 
tion and figures 5-90 and 5-91 for the physical 
location oftest points. The test equipment required 
is a VTVM (refer to Section 1 for type designa- 
tions). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) RF input from 2 to 1 locked 
divider (1A6A1A4E35) : 3.9001 to 4.000 MCin 


100-CPS steps for incremental changes in 10-KC 
loop frequency, 1-KC steps for incremental 
changes in 1-KC loop frequency, and 100-cycle 
steps for incremental changes in 100-cycle loop 
frequency at 0.23 VRMS minimum. If frequency 
is unstable or incorrect, refer to paragraph 4-3¢. 


(b) Bias voltage (1A6A1A4XV15- 
7): -10 VDC minimum. 


(c) Refer to figure 5-195 for volt- 
age and resistance measurements. 


(d) Refer to paragraph 5-3 for 
general information and paragraph 5-3f(5), and 
(8), (10) and (11) for specific alignment procedures 
of 1A6A1A4C35, 1A6A1A4T3, and 1A6A1A4T4. 


(11) DISCRIMINATOR 1A6A1A4, CIR- 
CUIT DESCRIPTION. — Discriminator CR4 and 
CR5 (see figure 4-16) receives the 400-KC com- 
posite loop signal from the limiter, It also receives 
a 400-KC reference signal from the reference 
circuits functional section discriminator driver. 
The signals are compared to produce a DC error 
voltage corresponding to phase or frequency dif- 
ference, Discriminator CR4 and CR5 is a modi- 
fied Foster-Seeley circuit providing simultaneous 
frequency and phase comparison. The 400-KC sig- 
nal from the limiter appears across the secondary 
winding of transformer T4. When T4 is tuned to 
400-KC, a 90-degree phase shift occurs between 
the primary and secondary windings. If the input 
frequency from the limiter is the same as the 
tuned frequency of the discriminator, diodes CR4 
and CR5 alternately conduct on opposite halves 
of the input signal cycle. Equal conduction of the 
diodes charges capacitors C84 and C85 equally 
with opposite polarities, resulting in zero output 
from the discriminator. Ifthe input frequency from 
the limiter is below the discriminator frequency, 
diode CR4 conducts more than CR5 and capacitor 
C84 charges more than C85. This results in a 
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negative output from the discriminator. If the 
input frequency is above the discriminator fre- 
quency, the opposite occurs and the discriminator 
output is positive. The phase detector portion of 
the circuit operates in a manner similar to the 
10-KC loop phase detector described in paragraph 
4-3d(9). The signal from the discriminator driver 
appears at the discriminator together with the 
signal from the limiter, The two signals are phase 
compared and the output sweeps the limiter signal 
through phase coincidence with the discriminator 
driver signal. The phase discriminator operates 
when the limiter signalis sweptthrough frequency 
coincidence so that the DC output of the phase 
discriminator can phase lock the limiter signal 
to the discriminator driver signal. The output of 
the discriminator is supplied to the main loop 
reactance control A6V1. 


(12) DISCRIMINATOR 1A6A1A4, TEST 
DATA. — Information which follows will be help- 
ful in determining the performance of the dis- 
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criminator, Refer to figure 4-79 for the circuit 
location and figure 5-91 for the physical location 
of test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations), 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DCerror output (1A6A1A4E22) 
@) : 0.5 VDC. If error voltage is large, refer 


to paragraphs 4-3b and 4-3h(9). 


(b) Check front panel TEST 
METER reading with TEST METER switch in 
100-KC LOOP-FINE MAN TUNE position. Refer 
to table 3-12 for typical meter reading. 


(c) Refer to paragraph 5-3 for 
general information and paragraph 5-3f(9), (10) 
and (11) for specific alignment procedures of 
1A6A1A4T4 and 1A6A1A4T5. 
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Figure 4-16. Synthesizer 1A6, Discriminator, Simplified Schematic Diagram 
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i. MEMORY CONTROL SECTION, FUNC- 
TIONAL DESCRIPTION. 


(1) OVERALL FUNCTIONAL DE- 
SCRIPTION. — The memory control section is 
composed of three subsections: an analog memory 
(mounted on top of the synthesizer and referred 
to as 1A5) which provides band and frequency se- 
lection, a digital timing memory (programmer 
located in synthesizer 1A6) which provides a 
three-slot time sequence program, and servo 
amplifiers which control servo motors in syn- 
thesizer 1A6 and converter 1A3. The analog me- 
mory subsection (145) contains seven matrix 
sections which are programmed for ten preset 
frequency channels. The first matrix section is 
programmed to select the operating bands, the 
second matrix section is programmed to select 
the first significant figure of the synthesizer out- 
put frequency, and the remaining five matrix 
sections are programmed to select the operating 
frequency. The digital timing memory (program- 
mer) consists of trigger, timer, and coder cir- 
cuits which operate applicable relays that de- 
termine the correct sequence of synthesizer and 
converter tuning. When a new frequency channel 
is selected at transmitter control units 2and3 or 
RF assembly 1A8, a pulse is applied to the 
trigger circuits of the programmer. This starts 
the timing sequence which coarse-tunes the syn- 
thesizer in the proper order. The timing sequence 
of operation of the synthesizer and converter is 
the same for all channels. The servo amplifier 
subsection converts the analog information from 
the analog memory subsection to motor control 
information which determines the direction of ro- 
tation of the servo motors in the synthesizer and 
converter units. The time sequence of operation of 
the servo motors is determined by the program- 
mer timing Sequence. 


(2) ANALOG MEMORY  SUBSEC- 
TION, CIRCUIT DESCRIPTION. — The analog 
memory subsection consists of matrix sections, 
relays, digital switches, and channel indicator 
lamps. This subsection provides an analog output 
voltage which is applied to the servo amplifier 
subsection together with an analog voltage from 
servo motor driven potentiometer 1A6A1A7R1 
(see figure 4-17). When the radio set is energized 
and a frequency channel is selected, the autotune 
system in RF assembly 1A8 begins its sequence of 
operation (refer to paragraphs 4-6b(11)(a) through 
4-6b(11)(a)(3) ). At the end of the first direction of 
rotation of the autotune system, channel control 
switch 1A8S240B in the RF assembly completes 
the circuit to a set of relays (1A5A1K1 through 
1A5A1K22) in the analog memory subsection. At 
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the same time it sends a start pulse to the pro- 
grammer subsection to initiate the digital three- 
slot timing sequence. Tounderstand the functional 
operation of the analog memory subsection, 
assume that synthesizer 1A6 is being tuned to an 
output frequency of 23.854100 MC on channel 
1 (see figure 4-17). (Rem2mber that the output 
frequency of synthesizer 1A6 is 1.75-MC higher 
than the tuning digits selected.) At the end of the 
first direction of rotation of the autotune system, a 
ground from channel control switch 1A48S240B 
is applied to relays 1A5A1K1 and 1A5A1K2 to 
actuate them, Shorting plugs are inserted in the 
10-MC matrix 20-MC hole, 1-MC matrix 2-MC 
hole, 100-KC matrix 100-KC hole, 10-KC matrix 
0-KC hole, 1-KC matrix 4-KC hole, and 100-CPS 
matrix 100-CPS hole. The series circuit for the 
first four significant figures is through resistors 
1A5A1R6 and 1A5A1R5, 20~MC shorting plug, con- 
tacts 8 and 7 of relay 1A5A1K1, resistors 
1A5A1R7 and 1A5A1R8, 1-MC shorting plug, 
contacts 6 and 5 of relay 1A5A1K1, resistor 
1A5A1R16, 100-KC shorting plug, contacts 10 and 
9 of relay 1A5A1Ki, contacts 4 and 3 of relay 
1A5A1K32 (which is actuated by a shorting plug 
in the 10-KC matrix 0-KC hole), and relays 
1A6A1K1 and 1A6A1K3 to the servo amplifier 
subsection. The 10-KC matrix (0 digit) shorting 
plug provides a 28-VDC input from relay 1A5A1K2 
to incremental relay 1A6A1A2A1K1. By adding 
the resistance of resistors 1A5A1R6, 1A5A1R5, 
1A5A1R7, 1A5A1R8, and 1A5A1R16, the total 
value adds up to 2385 which corresponds to the 
first four significant figures of the synthesizer 
output frequency (not the selected tuning digits). 
An analog voltage from the junction of contact 3 
of relay 1A5A1K32 and resistor 1A5A1iR1 is 
applied as the low input to the servo amplifier 
subsection. A high input from the arm of po- 
tentiometer 1A6A1A7R1 is also applied to the 
servo amplifier subsection (see figure 4-17). 
When the programmed subsection is in sequence 
1, the high and low inputs to the servo amplifier 
subsection cause servo motor 1A6A1A7B1, which 
is mechanically coupled to potentiometer 1A6A1- 
A7R1, to rotate until the high and low inputs are 
equal. Servo motor 1A6A1A7Bi1 is also mechan- 
ically coupled to the main loop VFO and spectrum 
generator gang (1A6A1A6) to coarse tune the syn- 
thesizer output frequency. The 1-KC and 100- 
cycle digits of the synthesizer are selected by 
parallel 28-VDC inputs to the 1-KC and 100-cycle 
matrices from relay 1A5A1K2. In the 1-KC 
matrix, 28-VDC is fed from contacts 5 and 6 of 
relay 1A5A1K2 through the 1-KC (4 digit) short- 
ing plug to incremental relay 1A6A1A2A3K5, to 
select the 4-KC digit of the operating frequency. 
In the 100-cycle matrix, +28-VDC is fed from 
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PROGRAMMED FREQUENCY 22104100 MC. REF DESIG PREFIX — SEE NOTE 2 156 -007956 


@ 
Nn 


Figure 4-17. Synthesizer 1A6, Analog Memory Section, Channel 1 Operation, 
Simplified Schematic Diagram 
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contacts 7 and 8 of relay 1A5A1K2 through the 
100-cycle (1 digit) shorting plug to incremental 
relay 1A6A1A2A2K2, to select the 100-cycle digit 
of the operating frequency. Relay 1A5A1K2 con- 
tacts 9 and 10 provides +28-VDC to channel 1 
indicator lamp 1A5DS1 to indicate channel 1 is 
active. The 10-KC, 1-KC and 100-cycle incre- 
mental relay assemblies in the synthesizer insert 
the proper amount of inductance in the se- 
condary loop circuits (10 KC, 1 KC, and 100 
cycle) to obtain the proper secondary loop VFO 
operating frequencies. (Refer to paragraphs 4-3d, 
e, and f.) 


(3) DIGITAL TIMING MEMORY 
SUBSECTION, CIRCUIT DESCRIPTION. — The 
digital timing memory (programmer) subsection 
(see figures 4-81 and 5-194) consists of trigger 
subassembly 1A6A1A3A1, timer subassembly 
1A6A1A3A2, and coder subassembly 1A6A1A3A3. 
The programmer provides a three-slot time se- 
quence which controls the sequence of operation 
for tuning the synthesizer and converter. Sequence 
1 coarse tunes the synthesizer, sequence 2 tunes 
the converter and sequence 3 fine tunes the syn- 
thesizer. During sequence 3 a rest sequence is 
established which introduces a null detection cir- 
cuit that compares the output of cathode follower 
1A6A1A8V1 (synthesizer main loop error voltage) 
with a loop error bias level obtained from poten- 
tiometer 1A6A1A2A4R2. If the mainerror voltage 
increases beyonda predetermined level, null relay 
1A6A1A2A4Ké4 will actuate and restart its sequence 
of operation. At the same time, a null pulse is 
applied to NOR gate 1A6A1A3A1A5 in the trigger 
subassembly which causes FAULT indicator lamp 
1A6A1DS2 to begin flashing. This three-slot time 
sequence of operation, regardless of the channel 
selected, is the same for all channels. 


(a) SEQUENCE 1 DESCRIPTION.- 
When the radio set is energized and a frequency 
channel is selected the autotune system in RF 
assembly 1A8 begins its sequence of operation 
(refer to paragraph 4-6b(11)(a) through 4-6b(11) 
(a)(3) ). At the end of the first direction of rota- 
tion of the autotune system, reverse-interlock 
switch 1A8S253 sends a start pulse to Schmitt 
trigger A1A1 in the trigger subassembly. The 
output of the Schmitt trigger is applied to pin 1 
of OR gate A1LA6A and pin 9 of OR gate A1A6B. 
The output from pin 4 of OR gate AlA6Aisa 
reset pulse which resets flip flops A3Al and A383 A2 
in the coder subassembly, and flip flop A2A4 in 
the timer subassembly. The output from pin 7 of 
OR gate A1A6Bis fed through delay multivibrators 
A2Al1 and A2A3 (100 microseconds and 1 milli- 
second, respectively) to pin 8 of NOR gate A2A7. 
The delay multivibrators delay the pulse inorder 
to allow sufficient time for flip flops A3A1 and 
A3A2 in the coder subassembly and flip flop A2A4 
in the timer subassembly to reset. NOR gate A2A7 
functions as an inverter to obtain a pulse of the 
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correct polarity. The output from pin 7 of NOR 
gate A2A7 is an advance pulse which is applied 
to flip flops A3A1, A3A2, and A2A4 to change 
their state (sequence 1). When flip flops A3Al1 and 
A8A2 in the coder subassembly change state, 
NAND gate A3A3A receives binary 1 (-12 volts) 
inputs which provides a binary 0 (0 volts) output 
that is applied to one input of NAND gate A3A5B. 
The output of NAND gate A3A5B is inverted by 
NAND gate A3A5A to produce a binary 0 output 
which completes the circuit of relay 1A6Al1 A2A4K5 
and 1A6A1A2A4K3 in the synthesizer relay board. 
When the relays operate, the synthesizer begins to 
coarse tune during sequence 1. 


(b) SEQUENCE 2 DESCRIPTION. - 
At the same time that the advance pulse advances 
flip flops A3Al1 and A3A2, it also changes the 
state of flip flop A2A4 in the timer subassembly. 
The operation of this flip flopis delayed 5 seconds 
by delay circuit A2A5. The delayed output of flip 
flop A2A4 is applied to one input of NOR gate 
A2A6A. The NOR gate also receives binary 1 
levels from flip flops A3A1 and A3A2 which open 
the gate to allow the 5-second delayed pulse to 
pass through. The output of NOR gate A2A6A is 
inverted by NOR gate A2A6B and applied to delay 
multivibrator A2A2 (100-microsecond delay). This 
delay multivibrator shapes the signal and the 
output is applied to the input of delay multivi- 
brator A2A3. It then sends an advance pulse 
(through NOR gate A2A7) to flip flops A3Al1, 
A3A2, and A2A4 to change their state. This time 
the binary output of A3Al1 reverses (sequence 2) 
thus placing a binary 1 (-12 volts) on pin 8 of 
NAND gate A3A3B and a binary 0 (0 volts) on pin 
1 of NAND gate A3A3A. Because NAND gate 
A&A3A has a binary O and binary 1 input it be- 
comes inhibited and results in a binary 1 output. 
However NAND gate A3A3B has binary I's at its 
input resulting in a binary 0 (0 volts) at its output. 
The binary O output completes the circuit to re- 
lays 1A6A1A2A4K1 and 1A6A1A2A4K2 in the syn- 
thesizer relay board. The binary 0 is also fed 
through NAND gates A3A5B and A38A5A to keep 
relays 1A6A1A2A4K3 and 1A6A1A2A4K5 actuated. 
When all relays are actuated, the converter begins 
to tune during sequence 2. 


(c) SEQUENCE 3 DESCRIPTION. - 
The advance pulse which advanced the operation to 
sequence 2 also produced a delayed (5 seconds) 
output from flip flop A2A4 as during sequence 1. 
The delayed output of flip flop A2A4 is again 
allowed through NOR gates A2A6A and A2A6B 
to delay multivibrator A2A2. The output of delay 
multivibrator A2A2 is once again fed through 
delay multivibrator A2A3 and NOR gate A2A7 
to advance flip flops A38A1, A3A2 and A2A4 to 
their next state (sequence 3). When flip flops A3A1 
and A3A2 are in sequence 3 they provide binary 
1's at the input of NAND gate A3A4B which results 
in abinary0 output. NAND gates A3A3A and A3A3B 
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both receive inputs of binary 1's and binary 0's 
and result in an output of binary 1's which deacti- 
vate relays 1A6A1A2A4K1, 1A6A1A2A4K2, 1A6- 
A1A2A4K3, and 1A6A1A2A4K5. When these relays 
deactivate, the synthesizer beings to fine tune. The 
rest pulse output of NAND gate A3A4B is applied 
to NOR gate A1A5B in the trigger subassembly. 
If the synthesizer main loop error bias voltage 
exceeds a predetermined level, null relay 1A6- 
A1A2A4Ké4 actuates and applies a binary 0 (0 volt) 
at pin 9 of NOR gate A1A5B thus enabling the 
gate. When NOR gate A1A5B is enabled, its output 
enables NAND gate A3A6 in the timer subassembly, 
thus allowing the output of free running multivi- 
brator A3A7 to appear at FAULT indicator lamp 
1A6A1DS2, causing it to flash on and off. In the 
event of power failure, capacitor A1C2 in the 
trigger subassembly discharges through resistor 
A1R2. When power is restored capacitor A1C2 
begins to recharge through resistor Al1R2. The 
charging level of the integrator circuit (AlC2 and 
A1R2) is applied through NOR gate A1A5A to 
Schmitt trigger AlA2. The output of the Schmitt 
trigger is delayed 50 seconds by flip flop A1A3 
and delay circuit A1A4 and applied to pins 2 and 
8 of the OR gate A1A6. This input initiates the 
three slot tuning process as though a pulse were 
received from the autotune system in the RF 
amplifier assembly. However, the frequency, to 
which the synthesizer and converter tunes, is the 
same frequency to which it had been tuned when 
the power failed. START switch 1A6A1S4 will 
start the programmer sequence of operation when 
the transmitter is operated locally. This serves 
the same function as the pulse from reverse- 
interlock switch 1A8S253, For testing purposes, 
NORM-TEST switch 1A6A1A2A4S1 is placed in 
the TEST position and the START switch is 
operated to begin the sequence of operation. 


(d) OVERALL TEST DATA, — 
Information which follows will be helpful in deter- 
mining the performance of the memory control 
section. Refer to figure 4-81 for the circuit 
location and figures 5-87, 5-88 and 5-89 for 
physical location of test points. Refer to Main- 
tenance Standards Book for Radio Transmitting 
Set AN/FRT-24A for additional test data. 


(4) SERVO AMPLIFIER, CIRCUIT DE- 
SCRIPTION. — The servo amplifier subsection 
consists of servo amplifier modulator and pre- 
amplifier assembly 1A6A1A9A1, servo amplifier 
driver and null detector assembly 1A6A1A9A2, 
and servo motors 1A6A1A7B1 and 1A3A1B3. 
Operation of the Servo amplifier subsection is 
controlled by the analog memory subsection and 
the digital timing memory (programmer) sub- 
section. 


(a) When a new frequency channel 
is selected and the programmer begins sequence 
1, the following occurs: an analog voltage cor- 
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responding to synthesizer output frequency (see 
figure 4-18), from the analog memory subsection, 
is applied to one input of servo amplifier dif- 
ferential chopper and preamplifier assembly 
A9A1. Another input to the servo amplifier dif- 
ferential chopper and preamplifier assembly is a 
voltage level obtained from servo motor driven 
potentiometer A7R1. The inputs to the servo 
amplifier differential chopper and preamplifier 
assembly are applied to differential amplifiers 
Ql and Q2 (see figure 5-199). The differential 
amplifiers also receive a 115-VAC input which 
has been clipped by differential choppers VR1 
and VR2. The output of the differential amplifiers 
is a square wave, whose phase relation to the 
differential chopper input is determined by the 
levels of the analog memory and the servo motor 
driven potentiometer. Diodes CR1, CR2, CR5 and 
CR6 are overload protection diodes to protect 
the transistors. The square wave output of dif- 
ferential amplifiers Ql and Q2 is amplified by 
amplifier Q3, emitter follower Q4, and amplifier 
Q5. The output of Q5 is amplified and inverted 
by inverter Q6 and Q7 and applied to buffer amp- 
lifier A9A2Q2 in the servo amplifier driver and 
null detector assembly. Amplifier Q5 also applies 
an output to buffer amplifier A9A2Q1 in the servo 
amplifier driver and null detector assembly. The 
output of servo amplifier differential chopper and 
preamplifier assembly A9A1 is two square wave 
signals 180 degrees out of phase. Resistors R15 
through R19 and capacitor C4 furnish an AC-DC 
feedback voltage which stabilizes the operation 
of amplifier Q3. Resistors R20 through R23 and 
diodes CR11 and CR12 provide anegative overload 
feedback voltage which is applied to the junction 
of overload protection diodes CR7 and CR8 and 
resistor R4. Buffer amplifiers Q1 and Q2inservo 
amplifier driver and null detector assembly A9A2 
(see figure 5-200) amplify the square wave input 
signals. The output of Q1 and Q2 is converted to 
a sawtooth voltage by delay (integrator) circuits 
R9 and C3, and R10 and C4, respectively. The saw- 
tooth voltage is synchronized to a pulse derived 
from a 115-VAC sync voltage. The sync voltage 
is amplified by inverter amplifier Q6 and con- 
verted to trigger pulses by trigger Q7. The output 
of Q7 operates switch Q8 which provides pulses 
that prevent starting of the sawtooth signal until 
the sync signal is present. The sawtooth signal, 
which is synchronized to the output of switch Q8, 
triggers SCR trigger Q3 and Q4. The outputs of 
Q3 and Q4 are sharp pulses that trigger silicon- 
controlled rectifiers A2A4Q1 and A2A4Q2 (see 
figure 4-18). The silicon-controlled rectifiers are 
triggered to allow an unregulated 28 VDC to be 
applied to the control winding of servo motor 
A7Bl. The phase relation of the trigger pulses 
compared to the 115-VAC applied to the refer- 
ence winding of the servo motor determines the 
direction of rotation. Because the servo motor is 
mechanically coupled to potentiometer A7R1 and 
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the VFO and spectrum generator gang (1A6A1A6), 
which tunes the main loop to the operating fre- 
quency, it will stop its rotation when the output 
level of the potentiometer is equal to the analog 
level from the analog memory subsection. When 
the servo motor stops rotation, the synthesizeris 
coarse tuned. 


(b) During sequence 2 of op- 
eration (see figure 4-19), the output of servo 
driven potentiometer A7R1 is compared to the 
output voltage of a servo potentiometer in the 
converter unit. The unequal voltage at the input 
of servo amplifier differential chopper and pre- 
amplifier assembly 1A6A1A9A1 causes servo 
motor 1A3A1Bl1 in the converter to rotate. At 
the end of the second sequence, the synthesizer 
is coarse tuned and the exciter is tuned. 


(c) During sequence 3 (see_ fig- 
ure 4-20), a loop error bias voltage is compared 
to the synthesizer main loop error voltage. Any 
difference in voltage levels causes the servo 
motor in the synthesizer to rotate and fine tune 
the synthesizer. At the same time, deactivation 
of relay A2A4K5 places relay A2A4K4 in the null 
detection circuit (see figure 5-193). When the 
synthesizer loop error voltage exceeds a pre- 
determined level which is sensed by diode CR1 
or CR2, null detectors Q9 and Q5 actuate null 
relay A2A4K4 which causes FAULT indicator lamp 
1A6A1DS2 to flash, indicating that the synthesizer 
output frequency is incorrect. 


(4d) OVERALL TEST DATA, — 
Information which follows will be helpful in 
determining the performance of the servo ampli- 
fiers. Refer to figures 5-199 and 5-200 for cir- 
cuit location and figures 5-105 and 5-106 for 
physical location of test points. 


4-4, AMPLIFIER, AUDIO FREQUENCY, AM- 
4246/FRT-24A(1A2), FUNCTIONAL DESCRIP- 
TION. 


a. OVERALL FUNCTIONAL DESCRIP- 
TION (see figure 4-21). — The amplifier con- 
sists of an audio amplifier functional section and 
a phase detector functional section. The audio 
amplifier functional section determines the mode 
of emission, selects the sideband (either upper 
or lower), and provides an audio level to con- 
verter 1A3. The phase detector functional sec- 
tion contains a high stability 1-MC frequency 
standard which supplies converter 1A3 and syn- 
thesizer 1A6 with a 1-MC reference frequency. 
This functional section is also capable of com- 
paring the internal frequency standard with an 
external 1-MC or 5-MC reference signal having 
a stability equal to or greater than the frequency 
standard. Phase or frequency error between the 
compared signals is indicated on a front-panel 
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meter. The amplifier receives audio or keying 
inputs from keyer unit 6 and transmitter control 
units 2 or 3. A front-panel microphone input is 
also provided. Sideband selectionis accomplished 
automatically by application of control signals 
from the dial control 1A1 or manually by the 
manipulation of front-panel selector switches. 
The amplifier can provide amplified outputs 
which are sideband selected and filtered to 
achieve an audio channel with a 300-cycle to 
3400-cycle bandpass, or it can provide direct 
outputs without filtering or amplification. 


b. OVERALL TEST DATA. — Information 
follows which will aid in determining the overall 
performance of the amplifier. Refer to figure 4-71 
for the circuit location and figures 5-36 and 5-37 
for the physical location of test points. The test 
equipment required is an electronic counter, a 
VTVM, and, an RF VTVM (refer to Section 1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 


tion 4 for additional test data. 
(1) AC power input (1A2A1J1) : 
h 4-11. 


115 VAC. If not present, refer to paragra 
(2) AC power input aaaais2) Be 
230 VAC. if not present, refer to figure 5-164. 
(3) RF output aszarsey BI 1MC 
at 1 VRMS min. to 1.5 VRMS max. into 50 ohms. 


(4) Refer to Maintenance Standards 
Book for Radio Transmitting Set AN/FRT-24A. 


c. AUDIO AMPLIFIER, 
SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. — Theaudioamplifier func- 
tional section (see figure 4-22) consists of two 
sets of high-pass filters, low-pass filters, AGC 
and audio amplifiers, audiofrequency attenuators, 
and audio voltmeters. One set is for the upper 
sideband audio channel and the other set is for 
the lower sideband audio channel. The audio amp- 
lifier functional section also contains a CW gating 
circuit whichreceives keying signals from remote 
transmitter control units 2 and 3 and provides a 
CW gate output toconverter 1A3. The two sideband 
audio channels receive audio information from 
a line input from the remote transmitter con- 
trol units or from a front-panel microphone. 
Since the upper and lower sideband audio chan- 
nels are identical, only the upper sideband audio 
channel will be described (see figure 4-71). 
Audio information (speech or FSK) on a balanced 
600-ohm phone-line is applied through balun 
transformer Tl to LINE LEVEL attenautor A11. 
The balun transformer converts the balanced input 
to a single-ended output and also reduces noise 
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signals picked up by the phone line. The line level 
attenuator adjusts the level of the input signal to 
obtain the desired level for modulation in con- 
verter 1A3. When USB switch S1 is in the LINE 
position, the input signal is passed through the 
audio amplifier functional section unaltered, other 
than proper level adjustment. Audio voltmeter A5 
monitors the output audio level and provides a 
Signal level indication on USB LEVEL meter M1. 
When USB switch S1 is in the LINE AMPL posi- 
tion, the audio input signal is fed through high- 
pass filter FL3 and low-pass filter FL4 to AGC 
and audio amplifier A4. These filters provide 
a bandpass of 200 cycles to 4000 cycles. The 
audio signal is amplified by AGC and audio am- 
plifier A4 (AGC action is selected by a front 
panel switch) and fed through USB switch S1 and 
audio attenuator A13 to converter 1A3. During 
operating modes A3b (two independent sidebands) 
and A3j (single sideband suppressed carrier, 
selectable upper and lower sideband), both the 
upper and lower sideband AGC and audio am- 
plifiers are operative and the amplifier provides 
a two-channel output. However, operating in the 
A8a mode of emission, a ground signal completes 
the circuit to relay K2. Operation of K2 removes 
B+ from AGC and audio amplifier Al and provides 
transmission on the upper sideband only. It also 
Supplies operating voltage to relay K6 which ap- 
plies a ground to the lower sideband channel. Op- 
eration of the relay also lights A3a indicator lamp 
DS2. When the radio set is in the Al (continuous 
wave) operating mode of emission, a ground signal 
completes the circuit to relays K1 and K4. Op- 
eration of K1 applies B+ to CW gating circuit A3. 
It also lights Al indicator lamp DS1. Keying in- 
formation from transmitter control units 2 or 3 
actuates relay K5 at the keying rate and causes 
ground pulses to be fed through closed contacts 
of K4 to the input of A3. The CW gating circuit 
energizes relay K3 which, in turn unbiases the 
driver in RF assembly 1A8. The keying circuit 
also provides a CW gating signal to the IF am- 
plifier in converter 1A3. Approximately 3 seconds 
after completion of transmission, relay K8 de- 
energizes and biases the driver in RF assembly 
1A8. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. - Information follows which 
will aid in determining the overall performance 
of the audio amplifier functional section. Refer 
to figure 4-71 for the circuit location and figures 
5-36 and 5-37 for the physical location of test 
points. The test equipment required is a VTVM 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
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(a) Set USB selector switch to 
each of its four positions and check USB LEVEL 
meter readings against typical readings given 
in table 3-13. (Audio must be applied to upper 
sideband input.) 


(b) Set LSB selector switch to 
each of its four positions and check LSB LEVEL 
meter readings against typical readings given in 
table 3-13. (Audio must be applied to lower side- 
band input.) 


(c) B+ (1A2A1J6-6). +26 VDC. 


(d) Refer to paragraph 5-4 for 
general information and paragraph 5-4d for spe- 
cific adjustment procedures of audio attenuator. 


(3) AGC AND AUDIO AMPLIFIERS 
1A2A1A1 and 1A2A1A4, CIRCUIT DESCRIPTION. 
AGC and audio amplifiers Al and A4 are identi- 
cal; therefore, only Al will be described (see 
figure 4-71). When LSB selector switch S2 is 
in the LINE AMPL or MIKE position, AGC and 
audio amplifier Al receives an audio signal with 
a bandpass of 300 to 3400 cycles from filter 
1A2A1FL2. The input signal is amplified and ap- 
plied to attenuator Al2 for eventual application 
to converter 1A3, The signal is also rectified 
to produce an AGC bias level proportional to 
the input signal strength. The output signal is 
also applied to audio voltmeter A2 for monitor- 
ing on LSB LEVEL meter M2. The input signal 
is applied to the base of audio amplifier 
Ql (see figure 4-23). To compensate for 
gain-versus-temperature variations of Q1, ther- 
mistor R25 is connected between the base and 
ground. Thermistor R25 is a temperature sen- 
sitive semiconductor with a high negative tem- 
perature coefficient of resistance. When the 
temperature of the thermistor increases, its re- 
sistance decreases and when its temperature de- 
creases, its resistance increases, This charac- 
teristic of the thermistor maintains a constant 
gain-versus-temperature parameter of Ql. Ca- 
pacitor C2 across the collector load resistor of 
Q1 is a high-frequency noise suppressor that 
shunts noise signals to ground. Capacitor C10 
across the collector-base circuit of amplifier Q2 
is also a noise suppressor. The output of Q1 is 
amplified by audio amplifiers Q2 through Q4 and 
applied to AGC amplifier Q5 and output emitter- 
follower Q6. AGC amplifier Q5 (see figure 4-24) 
provides voltage gain and isolates the audio am- 
plifiers from the non-linear load characteristics 
of AGC rectifiers CR1 and CR2, connected as a 
voltage doubler. AGC rectifiers CR1 and CR2 
detect changes in the average input signal strength 
and produce a proportional DC potential that biases 
the audio amplifiers to counteract any change. 
During zero-signal conditions, capacitor C22 
charges to a reference level of +0.8 VDC estab- 
lished by resistors R13 and R22 and sensistor R23. 
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Figure 4-23, Amplifier 1A2, Audio Amplifier, Simplified Schematic Diagram 
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Figure 4-24. Amplifier 1A2, AGC Amplifier, Simplified Schematic Diagram 
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Sensistor R23 is a temperature-Sensing and tem- 
perature-compensating silicon resistor that 
maintains the AGC line at a relatively constant 
reference level over the entire ambienttempera- 
ture range of the AGC audio amplifiers. When 
the temperature of the sensistor increases, its 
resistance increases and when its temperature 
decreases, its resistance decreases. A positive 
going input signal to the AGC rectifier charges 
capacitor C4 to the level of the input. A negative 
going input signal charges capacitor C22 to the 
combined level of the input and the charge across 
capacitor C4. The larger the input signal to the 
AGC audio amplifier, the larger the AGC voltage 
and the lower the overall gain. Emitter-follower 
Q6 (see figure 5-110) provides the main output 
of the AGC audio amplifier. A sample of the out- 
put of the emitter-follower is amplified by side- 
tone amplifier Q7. Sidetone amplifier Q7 is a 
transformer-coupled, common-emitter amplifier 
that provides voltage andcurrent gain and permits 
operation of a 600-ohm headset at a peak level 
of 8 milliwatts. 


(4) AGC AND AUDIO AMPLIFIERS 
1A2A1A1 AND 1A2A1A4, TEST DATA. - Infor- 
mation follows which will be helpful in determining 
the overall operation of the AGC and audio am- 
plifiers Al and A4. Refer to figure 4-71 for the 
circuit location and figures 5-37 and 5-38 for the 
physical location of test points. The test equip- 
ment required is a VTVM, and an audio oscil- 
lator (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Audio output with 11-MVRMS 
input and applicable LINE LEVEL control at 
maximum. (1A2A1A1-4 or 1A2A1A4-4) sand 

: 50 MVRMS. If correct, AGC and audio 


amplifier is operating properly. 


(b) B+ (1A2A1A1-12 or 1A2A1- 
A4-12): +22 VDC. 


(c) Refer to figure 5-170 for 
transistor voltage measurements. 


(5) AUDIO VOLTMETER 1A2A1A2 
AND 1A2A1A5, CIRCUIT DESCRIPTION. - Audio 
voltmeters A2 and A5d are identical; therefore, 
only A2 will be described (see figure 4-25). Audio 
voltmeter A2 consists of a class A amplifier and 
a bridge rectifier circuit. It receives an audio 
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input signal from attenuator A1l2 and supplies a 
DC output level to LSB LEVEL meter M2. The 
input signal (0 to 0.10 VRMS) is applied to the 
base of common emitter amplifier Ql. The output 
of Q1 is rectified by bridge rectifier CR1 through 
CR4 to produce a DC level proportional to the 
input signal. The output of the bridge rectifier is 
applied to the meter. Full scale meter deflection 
is attained when the input level of the amplifier 
is 0.10 VRMS and mid scale (red line) deflection 
is attained when the input level is 50 MVRMS. 
Capacitor C4 and resistor R6 provide degenera- 
tive feedback for improved stability and reduced 
distortion. 


(6) AUDIO VOLTMETER 1A2A1A2 
AND 1A2A1A5, TEST DATA. - Information fol- 
lows which will be helpful in determining the 
overall operation of the audio voltmeters A2 and 
A5. Refer to figure 4-71 for circuit location and 
figures 5-37 and 5-39 for the physical location of 
test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DC output with 50 MVRMS 
input (1A2A1A2-4-12 or 1A2A1A5-4-12) :and 
: 0.06 VDC. If correct, audio voltmeter is 


opérating properly. 


(b) Audio input with applicable 
sideband selector switch in LINE position. (14- 
2A1A2-16 or 1A2A1A5-16): 50 MVRMS with 300- 
MVRMS audio input. 


(c) B+ (1A2A1A2-14 or 1A2A- 
1A5-14): +26 VDC. 


(d) Refer to figure 5-171 for 
transistor voltage measurements. 


(7) CW ASSEMBLY 1A2A1A3, CIR- 
CUIT DESCRIPTION. - When the transmitter 
is set for CW operation, relay 1A2A1K1 energizes 
applying +26 VDC to the CW assembly (see fig- 
ures 5-168 and 5-172). This causes transistor Q2 
to conduct and Q1 to cut off. Conduction of trans- 
istor Q2 supplies a ground gate to converter 
1A3 which enables the equipment for carrier 
on-off CW operation. When the key is closed, 
the positive potential on the base of QI is re- 
moved and the transistor conducts. Conduction of 
Q1 activates relay K3 which removes agrid block- 
ing voltage to RF assembly 1A8. At the end of 


ORIGINAL 


AN/FRT-24A 
TROUBLE SHOOTING 


+24V0C 


RI 


Ql 
AUDIO 
AMPLIFIER 
at INPUT c2 
FROM AUDIO 2 sy 

ATTENUATOR 
(IAZAIAI2 AND IA2AIAI3) 


* PaRT OF INNER CASE ASSEMBLY 


NAVSHIPS 0967 009 2020 


Figure 
4-25 


USB LEVEL 

METER (1A2AIM1) 
One 

LSB LEVEL 


METER (1A2AIM2) 


R6 


c3 
| R7 
“7 
REF DESIG PREFIX 


\A2AlIA2 AND IA2AIA5 
186-007964 


Figure 4-25, Amplifier 1A2, Audio Voltmeter, Simplified Schematic Diagram 


keying {3 seconds), relay K3 deactivates and 
returns the grid blocking voltage to the RF 
assembly. 


(8) CW ASSEMBLY 1A2A1A3, TEST 
DATA. - Information follows which willbe help- 
ful in determining the overall operation of the CW 
assembly A3. Refer to figure 4-71 for the circuit 
location and figure 5-40 for the physical location 
of test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


Refer to figure 5-172 for transistor 
voltage measurements. 


d. PHASE DETECTOR SECTION, FUNC- 
TIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The phase detector func- 
tional section (see figure 4-26) consists ofal-MC 
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oscillator witha fine frequency adjustment circuit, 
a phase detector assembly, and aregulated power 
supply. It supplies a stable 1-MC reference signal 
to converter 1A3 and synthesizer 1A6. It also 
receives an external 1-MC or 5-MC reference 
signal of known high stability to determine the 
stability of the internally generated signal. If 
desired, the external signal can be supplied to the 
synthesizer instead of the internal signal. The 
internal 1-MC signal is generated by 1-MC 
oscillator and oven A8 (see figure 4-71). The 1- 
MC output of the oscillator is applied to phase 
detector driver A7V3 and amplifier A7V5. If 
REF SEL switch S3 is in the INT REF EXT PH 
DET or INT REF ONLY position, the internal 
1-MC signal is applied to the synthesizer. In the 
INT REF EXT PH DET, EXT REF only, and EXT 
REF INT PH DET positions the external refer- 
ence signal is amplified and applied to 1-MC 
oscillator A7A2. The output of A7A2 is a phase 
locked 1-MC signal. The 1-MC signal is applied 
to phase splitter A7V2 and amplifier A7V4. If REF 
SEL switch S3 is in the EXT REF ONLY or EXT 
REF INT PH DET position, the external 1-MC 
signal phase locked to the external reference is 
applied to the synthesizer. If REF SEL switch S3 
is in the INT REF EXT PH DET position, the 
internal 1-MC signal output of phase detector 
driver A7V3 and the external 1-MC signal output 
of phase detector driver A7V2 are applied to 
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Figure 4-26. Amplifier 1A2, Phase Detector Section, Block Diagram 


phase detector A7A3. The phase detector com- 
pares the frequency and phase of two signals. If 
a phase or frequency difference exists, a cor- 
responding error voltage is produced and applied 
to PHASE MONITOR meter M3 for monitoring. 
Power supply and regulator A6 receives 115-VAC, 
60-cycle primary AC power. The primary AC 
power is rectified and regulated to produce +26 
VDC which is distributed to the audio amplifier. 


(2) PHASE DETECTOR SECTION 
FUNCTIONAL SECTION, TEST DATA. - Infor- 
mation follows which will be helpful in determin- 
ing the overall operation of the phase detector 
section. Refer to figure 4-71 for the circuit lo- 
cation and figures 5-36, 5-37, and 5-51 for the 
physical location of test points. The test equip- 
ment required is a VTVM (refer to Section 1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 


(a) RF output with REF SEL 
switch S3 in INT REF ONLY position (1A2A1- 


J4) 1-MC at 1.3 VRMS minimum. 


4-58 


(1A2A1J2) 


(b) Power input 
(18%: 230 VAC. 
(c) Power input aazarsnXeoy. 


(d) Check front panel PHASE 
DETECTOR meter readings for each position of 
REF SEL switch. Refer to table 3-13 for typical 
meter readings. 


115 VAC. 


(e) Refer to paragraph 3-6b(2) 
for adjustment of 1A2A1R6. 


(3) 1-MC OSCILLATOR AND CRYS- 
TAL OVEN 1A2A1A8, CIRCUIT DESCRIPTION. 
The 1-MC oscillator (see figure 4-27) consists of 
a high-gain amplifier and an RF Wheatstone bridge 
in which resistor R1 is factory selected to give 
an oscillator output of 1.5 VRMS. The application 
of B+ and filament power produces noise transients 
which are fed back through transformer T2 to 
the bridge network. The bridge is initially un- 
balanced; the small plate signal is coupled through 
transformer T1 to the grid of V1 to initiate 
oscillations at a frequency determined by crystal 
A1Y1. As the oscillations build up, the current 
through RT1 increases, thereby raising the tem- 
perature and resistance of RT1 and balancing the 
bridge. When the bridge is balanced, there are two 
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major circuit characteristics: The crystal arm 
consisting of AlY1, A1C1, A1C2, and reactance 
control diode A1lCR2 appears resistive in series 
resonance; the attenuation in the bridge equals the 
tube gain less circuit losses, If the tube gain 
decreases (due to a drop in B+ or filament volt- 
age), feedback to the bridge is reduced. This 
results in a decreased current and resistance in 
RT1 which unbalances the bridge and causes the 
input drive to V1 to increase. The action of RT1 
is similar to an automatic gain control (AGC) 
network and the output of the oscillator is kept 
constant, If the oscillator components external to 
the bridge network change value, the oscillator 
compensates for it by a shift in frequency; how- 
ever, because of the bridge feedback, the change 
in frequency required for the compensation is a 
minimum, Reactance control diode A1CR2 in con- 
junction with FINE FREQ ADJ control 1A2A1R6 
fine tunes the oscillator frequency. When the os- 
cillator frequency can no longer be compensated 
for by adjusting FINE FREQ ADJ, a jumper is 
removed between E2 and E3toregaincontrol, The 
oven maintains the crystal at a constant tempera- 
ture of 75°C, isolating it from ambient temperature 
variations, Transformer T3 is supplied 220 VAC 
from the primary power and is not controlled 
by the primary circuit breaker; T3 has its own 
fusing circuit. The AC input from T3 is rectified 
by diode A1CRI1 and fed to switching transistors 
A1Q1 and A1Q2. The transistors are biased so 
that only 1 MA flows through A1Q1, while 250 MA 
flows through A1Q2 and through heater A1HRI1. 
When 75°C is reached, mercury switch A1S1 
closes and cuts off A1Q1 and A1Q2. The low 
current through A1Q1 results in a low current 
through the switch, thereby providing maximum 
reliability of switch operation. Oven indicator 
lamp 1A2A1DS4 in parallel with the heater, 
indicates when the oven is "on" or quiescent. The 
normal cycling time of the oven is approximately 
8 to 10 seconds ''on", and 15 to 20 seconds "off". 
Mercury switch A1S1 is similar toa thermometer 
and consists of a reservoir of mercury in a bulb 
and a fine capillary tube. Two fine wires are 
placed in the capillary tube, one at the 75°C posi- 
tion and the other always in contact withthe mer- 
cury. When the mercury rises, it shorts the two 
wires and thereby closes the switch, in turn 
stopping the heating process. 


(4) 1-MC OSCILLATOR AND CRYS- 
TAL OVEN 1A2A1A8, TEST DATA. — Informa- 
tion follows which will be helpful in determining 
the overall operation of 1-MC oscillator and crys- 
tal oven assembly A8. Refer to figure 4-71 for the 
circuit location and figures 5-47 through 5-49 
and 5-51 for the physical location of test points. 
The test equipment required is an electronic 
counter, a VTVM, and an RF VTVM (refer to 
Section 1 for type designations). 


4-60 


NAVSHIPS 0967 009 2020 


AN/FRT-24A 
TROUBLE SHOOTING 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) RF output (1A2A1A8J2) (©): 
1-MC at 1.5 VRMS nominal, with phase detector 
A7, connected. If correct, 1-MC oscillator is 
operating properly. 


(b) Oven heater input voltage 
(1A2A1A8J1-7-8) (18) : 208/230 VAC, 


(c) Filament input voltage (1A2- 
A1A8J1-2): 6.3 VAC, 


(d) Refer to figure 5-175 for volt- 
age and resistance measurements, 


(e) Refer to paragraphs 3-6b(2) 
and 5-4c for adjustment of 1A2A1R6 and 1A2A1- 
A8T2, 


(5) PHASE DETECTOR AND REFER- 
ENCE 1A2A1A7, CIRCUIT DESCRIPTION. — 
Phase detector and reference assembly A7 (see 
figures 4-71 and 5-174) receives the 1-MC signal 
from an internal 1-MC oscillator and oven 1A2- 
A1A8 and an externally supplied 1-MC or 5-MC 
reference signal. The internal signal can be ampli- 
fied and applied to the output, or the externally 
supplied signal can be amplified and applied to the 
output. The two signals can also be comparedina 
phase detector and any frequency and/or phase dif- 
ference is indicated by PHASE DETECTOR meter 
1A2A1M3, The 1-MC signal from 1-MC oscil- 
lator and oven 1A2A1A8 is applied to the grid of 
amplifier V5 and phase detector driver V3. When 
REF SEL switch 1A2A1S3 is in the INTREF EXT 
PH DET or INT REF ONLY position, amplifier 
V5 is operated when a ground is applied to its 
cathode. The 1-MC output of amplifier V5 is ap- 
plied to distribution box located on the patch 
panel, which in turn supplies 1-MC to the syn- 
thesizer 1A6, converter 1A3 and 1-MC output jack. 
The primary winding of transformer T4 and capa- 
citor C29 on the plate of V5 form a parallel 
resonant circuit (tank circuit) tuned to 1 MC, 
When REF SEL switch 1A2A1S3 isinthe INT REF 
EXT PH DET or EXT REF INT PH DET posi- 
tion, B+ is applied to phase detector driver V3 and 
its output is applied to phase detector A3. The ex- 
ternal 1-MC or 5-MC reference signal is coupled 
through a double tuned circuit consisting of T1, 
C1 and T2, C2 to the grid of amplifier V1. The 
plate circuit of V1 is double tuned by tank cir- 
cuits L1, C8 and L2, C9 and R4. The output of V1 
is applied to the base of emitter-follower A1Q1. 
If the input to amplifier V1 is 0.25 VRMS or 
greater, A1Q1 and squelch switch A1Q2 conduct 
and the output of A1Q1 is applied to 1-MC oscil- 
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lator A2Q1. The oscillator is tuned to 'free-run" 
at a frequency of approximately 1 MC, The 1-MC 
or 5-MC input from emitter-follower A1Q1 syn- 
chronizes (phase locks) the oscillator; therefore, 
the output of A2Q1 is a 1-MCsignalwith a stabil- 
ity equal to that of the 1-MC or 5-MC external 
reference signal. Positive feedback for the oscil- 
lator is from collector to emitter and the base 
bias is set by resistors A2R1 and A2R2. Inductor 
A2L1 tunes the collector circuit of the oscillator. 
If the input toamplifier V1is less that 0.25 VRMS, 
squelch switch A1Q2 cuts off. This results in an 
increased positive potential at the collector of 
A1Q2 which cuts off emitter-follower A1Q1 and 
1-MC oscillator A2Q1. The output of the 1-MC 
oscillator is applied to phase splitter V2 and 
amplifier V4. When REF SEL switch A1S3 
is in the EXT REF ONLY OR EXT REF INT PH 
DET position, a ground is applied to operate am- 
plifier V4. The 1-MC output of amplifier V4 is 
applied to distribution box on patch panel and 
then to the synthesizer. The primary winding of 
transformer T3 and capacitor C19 on the plate 
of V4 forms a parallel resonant circuit tuned to 
1-MC, When REF SEL switch 1A2A1S3 is in the 
INT REF EXT PH DET or EXT REF INT PH DET 
position, B+ is applied to phase detector driver 
V3 and its output is applied to phase detector A3. 
The phase detector is a quadrature detector which 
senses any frequency or phase difference between 
the internal and external signals, The output of the 
phase detector is applied to PHASE DETECTOR 
meter 1A2A1M8, If the two frequencies are the 
same and in phase, the output of the phase detector 
is zero, If the frequencies are the same but out of 
phase, the outputof the phase detector isa DC sig- 
nal with an amplitude and polarity proportional to 
the amount and direction of the phase difference. 
If both frequency and phase difference exists, the 
output of the phase detector is a clamped po- 
tential; the AC component is proportional to the 
amount and direction of the phase difference. The 
PHASE DETECTOR meter indicates the amount 
of frequency and phase difference by cycling of 
the meter pointer, 


(6) PHASE DETECTOR AND REFER- 
ENCE 1A2A1A7, TEST DATA, — Information 
follows which will be helpful in determining the 
overall operation of phase detector and reference 
assembly A7. Refer to figure 4-71 for the circuit 
location and figures 5-42 through 5-46, 5-48, and 
5-51 for the physical location of test points. The 
test equipment required is an electronic counter, 
a VTVM, and an RF VTVM (refer to Section 1 
for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of 
Section 4 for additional test data. 
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(a) RF output (1A2A1A7J4) ® : 
1-MC at 1.5 VRMS nominal into normal cfrevit 
load. If correct, phase detector assembly is op- 
erating properly. 


(b) External RF input (1A2A1A7J2) 
: 1 MC at 1 VRMS minimum or 5 MC at 
1 VRMS minimum. 


(c) Internal RF input (1A2A1A7J3) 
: 1 MC at 1.5 VRMS nominal. If frequency is 
unstable or incorrect, refer toparagraph 4-4d(3), 


(d) Filament input voltage (1A2- 
A1A7J1-3): 6.3 VAC. 


(e) B+ (1A2A1A7J1-1): 180 VDC. 


(f) B+ with REF SEL switch 1A2- 
A1S3 in EXT REF ONLY position (1A2A1A7J1-4): 
180 VDC. 


(g) B+ with REF SEL switch 1A2- 
A1S3 in INT REF EXT PHDETandEXT REF INT 
PH DET position (1A2A1A7J1-5): 180 VDC. 


(h) B+ (1A2A1A7J1-9): 26 VDC. 


(i) RF output of amplifier V1 with 
REF SEL switch 1A2A1S3_in EXT REF ONLY 
position (1A2A1A7XA1-2) G): 1 MC at 8 VRMS 
nominal, If correct, amplifier V1 is operating 
properly. 


(j) RF output of squelch and 

emitter follower assembly Al (1A2A1A7XA1-8) 

: 1-MC at 4.4 VRMS minimum. If correct, 

squelch and emitter follower Al is operating 
properly. 


assembly A2 (1A2A1A7XA2-8) 1 MC at 0.9 
VRMS nominal. If correct, 1- oscillator A2 
is operating properly. 


(k) RF output lope oscillator 


(1) Check front panel PHASE DE- 
TECTOR meter reading with REF SEL switch 
1A2A1S3 in each of its four positions. Refer to 
table 3-13 for typical monitor meter readings. 


(m) Refer to paragraph 5-4 for 
general information and to paragraph 5-45 for 
specific alignment procedures of 1A2A1A7T1 
through 1A2A1A7T4, 1A2A1A7L1, 1A2A1A7L2, 
1A2A1A7A2L1, 1A2A1A7A3R3, and 1A2ZA1A7R22, 


(n) Critical adjustments. 


(o) Refer to figure 5-174 for volt- 
ase and resistance measurements. 
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Figure 4-28. Amplifier 1A2, Power Supply and Regulator, Simplified 
Schematic Diagram 


(7) POWER SUPPLY AND VOLTAGE 
REGULATOR 1A2A1A6, CIRCUIT DESCRIPTION. 


The power supply and voltage reg- 
ulator (see figure 4-28) receives 33.5 VAC, 50/60 
cycles, from transformer 1A2A1T4 and supplies 
+26 VDC, regulated, to the audio amplifier unit. 
The AC input is rectified by full-wave bridge 
rectifier CR1 through CR4 and applied through fuse 
1A2A1F3 and series regulator Q1 to filter capa- 
citor A1C12. A portion of the output is compared 
by differential comparator @4 and Q5 witha refer- 
ence voltage developed by zener diode VR1. The 
resultant error voltage is amplified by amplifier 
Q3 and coupled through driver @2 to the base of 
series regulator Q1, thus changing the bias on Q1. 
An increase in the output voltage increases the 
base voltage on Q1. The increased base voltage 
causes a decrease in the emitter current, thus 
reducing the output voltage. The output of the 
power supply and voltage regulator is +26 VDC 
+0.3 VDC with a maximum ripple factor of 1 
MVRMS. The maximum current capacity is 500 
MA. Variable resistor R13 sets the output voltage 
to the required level. 


(8) POWER SUPPLY AND VOLTAGE 
REGULATOR 1A2A1A6, TESTDATA. — Informa- 
tion follows which will be helpful in determining 
the overall operation of power supply and voltage 
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regulator A6. Refer to figure 4-71 for the circuit 
location and figures 5-37, 5-41 and 5-51 for the 
physical location of test points. The test equip- 
ment required is a VTVM (refer to Section 1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) DC output (1A2A1XA6-21) @): 
426 VDC. 


(b) AC input to tragsformer 1A2- 
A1T4 (1A2A1T4 pins 1 and 4) : 115 VAC. 


(c) AC input to voltage regulator 
assembly (1A2A1XA6-12-16): 33.5 VAC +5%. 


(d) Refer to figure 5-173 for tran- 
sistor voltage measurements. 


(e) Refer to paragraph 5-4 for 
general information and paragraph 5-4a for spe- 
cific adjustment procedure of 1A2A1A6R13. 
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4-5. CONVERTER, AMPLITUDE SINGLE-SIDE- 
BAND CV-1846/FRT-24A, (143) FUNC- 
TIONAL DESCRIPTION. 


a. OVERALL FUNCTIONAL DESCRIP- 
TION (see figure 4-29). - The converter receives 
17.75- to 35.60-MC, 100-KC, 1.75-MC, and fre- 
quency control signals from synthesizer 1A6. It 
also receives upper and/or lower sideband audio 
signals and a 1-MC signal from amplifier 1A2. 
The signals are processed to produce an output 
corresponding to the selected frequency and mode 
of emission. The output of the converter is ap- 
plied to RF assembly 148 for final amplification 
and application to the antenna. The 1.75-MC sig- 
nal is amplified by buffer amplifier A4A3 and 
applied to both ends of balanced modulator A3 
(see figure 4-72). The upper and/or lower side- 
band audio signals modulate 1.75-MC signals to 
produce a modulated 1.75-MC subcarrier. The 
modulated subcarriers are filtered by A3FLI1 
and A8FL2 to remove the carriers and the 
resulting sidebands are combined to produce a 
composite 1.75-MC sideband IF signal which is 
applied through first and second double sideband 
amplifiers to relay Kl in IF assembly A4. When 
operating in band 3 or 4, relay A4K1is deactivated 
and the signal is applied to linear amplifier 
A5. The 100-KC input signal is applied to a 300- 
KC generator A2 in IF assembly A4. When 
operating in band 1 or 2, the 300-KC input signal 
from the 300-KC generator is mixed with 1-MC 
to produce a 1300-KC signal. The 1300-KC signal 
is mixed with the 1.75-MC to produce a 450-KC 
composite sideband IF signal which is applied 
to relay K1 in the IF assembly A4. When operating 
in band 1 or 2, the relay isactivated and the 450- 
KC IF signal is applied to the linear amplifier. 
The 17.75- to 35.60-MC input is applied tobinary 
divider A2 and buffer and driver A6. The binary 
divider divides the signal by 8, 4, and2 (first three 
bands) and applies the three outputs to buffer and 
driver A6. When operating in band 1 (2-4 MC), 
band 2 (4-8 MC), or band 3 (8-16 MC) as deter- 
mined by frequency control data from the synthe- 
sizer, the buffer and driver select the correct 
binary divider output. When operating in band 4 
(16-32 MC), the synthesizer input is fed directly 
to the buffer and division does not take place. 
The output of buffer and driver A6 is applied to 
linear amplifier A5. The frequency control data, 
from the synthesizer, is applied to encoder switch 
Sl. Encoder switch S1 is a printed circuit as- 
sembly having four etched sliders and six wipers 
(see figure 5-177). Each slider has an open area 
which corresponds to an "in-band" condition. For 
example, when an operating frequency in the 16- 
to 32-MC band is selected, a momentary pulse is 
applied to the innermost slider of the switch. The 
momentary pulse activates relay K2 in frequency 
offset and bandswitch assembly Al. Relay A1K2 
completes the circuit to one winding of motor B2 
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causing it to rotate. As soon as motor rotation 
is initiated, detent switch S4 engages, applying 
+28 VDC to the relay. This keeps the relay 
activated after the momentary pulse from the syn- 
thesizer is removed. Rotation of motor B2 sets 
switches S1, S2, S53, and S6 to the correct posi- 
tions for the selected band. When the 16- to 32- 
MC wiper of encoder switch S1 reaches the open 
area on the slider, detent switch S4 opens re- 
moving +28 VDC from relay A1K2. The relay 
deactivates and opens the circuit to stop motor 
B2. The positions of switches 82, S3, and S6 now 
correspond to the 16- to 32-MC band. Contact 
10 of switch S2 applies -12 VDC toenable the 16- 
to 32-MC band portion of buffer and driver A6. 
The output of the 16- to 32-MC band portion is 
applied to linear amplifier A5. Switch S3 selects 
the required value of resistance for balancing the 
analog bridge in conjunction with the synthesizer 
tuning. This procedure is described with the syn- 
thesizer automatic tuning portion in paragraph 
4-3i. Switch S6 disables the 450-KC circuits and 
relay Kl in IF assembly A4. The IF assembly 
produces a 1750-KC or a 450-KC composite side- 
band IF signal which is applied to linear amplifier 
A5. The linear amplifier mixes the 1750 KC or 
450-KC IF signal with the signal from buffer and 
driver A6 and produces a representative side- 
band signal in the selected band. The linear am- 
plifier amplifies the sideband signal and applies 
it to the RF assembly 1A8. Tuning of the linear 
amplifier controls are accomplished by motor Bl 
which rotates in response to voltage from the 
synthesizer. 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for test data. Also perform the 
applicable steps for the converter in 
Maintenance Standards Book for Radio 
Transmitting Set AN/FRT-24A. 


b. FREQUENCY OFFSET AND BAND 
SELECTOR 1A3A1A1, CIRCUIT DESCRIPTION. 
The frequency offset and band selector assembly 
(see figure 5-179) consists of two relays and eight 
precision bridge balancing resistors. The fre- 
quency offset and band selectorassembly operates 
with encoder switch 1A3A1S1, motor 1A3A1B2, 
and bridge balancing resistor 1A3A1R13. When 
the converter is operated in the 16- to 32-MC 
band, a momentary pulse from synthesizer 1A6 
is applied through encoder switch 1A3A1S1 to 
either relay K1 or K2 depending upon the encoder 
output. When the momentary pulse is applied to 
relay K1, the relay actuates and remains ener- 
gized by the 28 VDC applied through holding con- 
tacts K2-2 and K2-5. When K2 is energized, 
servo motor 1A3A1B2 rotates and positions 
bridge balancing resistor 1A3A1R13. When servo 


4-63 


Paragraph 
4-5b 


motor 1A3A1B2 is in the 16- to 32-MC band 
position, detent switch 1A3A1S4 opens and re- 
moves the holding voltage from relay K2, in turn 
opening the circuit to servo motor 1A3A1B2. Op- 
eration of relay K2 is identical to K1 and causes 
servo motor 1A3A1B2 to rotate in the opposite 
direction, Rotation of 1A3A1B2 also positions 
switch 1A3A1S3 to insert the proper amount of 
resistance in the resistance bridge circuit. 


c. FREQUENCY OFFSET AND BAND 
SELECTOR 1A3A1A1, TEST DATA. - Information 
follows which will be helpful in determining the 
overall performance of the frequency offset and 
band selector circuit. Refer to figure 5-179 
for circuit location and figure 5-56 for physical 
location of test points. The test equipment required 
isa VTVM (refer to Section 1 for type designations. 


Notes 


1. Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


2. The following tests are performed with 
frequency offset and band switch assem- 
bly removed from converter. 


(1) Measure resistance between pins 
on plug Pl. Refer to figure 5-179 for resistance 
values. 


(2) Connect ohmmeter betweenpins7 
and 18 of plug Pl. Connect ground to pin 1 of 
Pl. Apply +28 VDC to pin 2 of Pl. Ohmmeter 
should indicate zero ohms. Apply +28 VDC to pin 
15 and then remove +28 VDC from pin 2. Relay 
should remain actuated and ohmmeter should 
read zero ohms. 


(3) Connect ohmmeter between pins 16 
and 18 of plug Pl. Connect ground to pin 1 of Pl. 
Apply +28 VDC to pin 17 of Pl. Ohmmeter should 
indicate zero ohms. Apply +28 VDC to pin 15 and 
then remove +28 VDC from pin 17. Relay should 
remain actuated and ohmmeter should read zero 
ohms, 


(4) Refer to Maintenance Standards 
Book for Radio Transmitting Set AN/FRT-24A. 


d. BINARY DIVIDER 1A3A1A2, CIRCUIT 
DESCRIPTION. - The binary divider assembly 
(see figure 5-180) consists of a squaring ampli- 
fier, amplifier, emitter follower, and three bistable 
multivibrators connected in cascade. The binary 
divider assembly receives a 17.75- to 35.60-MC 
input and divides this frequency range by 2, 4, and 
8 when the front panel BAND switchis in positions 
16-8, 8-4, and 4-2 respectively. When the BAND 
switch is in position 32-16, the binary divider does 
not operate. The 17.75- to 35.60-MC sine wave 
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input is converted to square waves by squaring 
amplifier Q1. The output of Q1 is amplified by 
amplifier Q2 and applied through emitter-follower 
Q3 to the first bistable multivibrator consisting 
of Q4 and Q5. The divide-by-two output of Q4 and 
Q5 (9.750 to 17.750-MC) is fed to buffer and driver 
assembly A6 to cover the 8- to 16-MC band and 
to the second bistable multivibrator. The divide- 
by-four output (4.450- to 8.450-MC) of the second 
bistable multivibrator is fed to buffer and driver 
assembly A6 to cover the 4- to 8-MC band and to 
the third bistable multivibrator. The third bistable 
multivibrator provides a divide-by-eight output 
(2.450- to 4.450-MC) to cover the 2- to 4-MC 
band. Refer to Handbook of Electronic Circuits 
NAVSHIPS 900,000.102 for detailed description 
of bistable multivibrators. 


e. BINARY DIVIDER 1A3A1A2, TEST 
DATA. - Information which follows will be help- 
ful in determining the overall performance of bi- 
nary divider A2. Refer to figure 4-72 for circuit 
location and figures 5-57, 5-67, and 5-69 for 
physical location of test points. The test equip- 
ment required is an electronic counter, a VTVM, 
an RF VTVM (refer to Section 1 for type desig- 
nations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer frequency 
manually, first set the desired frequency on the 
MANUAL SETTING digital switch. Remember that 
the actual output frequency of the synthesizer is 
1.75 MC higher than the switch setting. Then set 
the SERVO MODE switch to MANUAL CHANNEL 
AUTO and throw the MOTOR DRIVE ON switch to 
ON. Press the START switch and after comple- 
tion of tuning cycle throw MOTOR DRIVE ON 
switch off. To change incremental frequencies 
of 10 KC, 1 KC, and 100 cycles, it is only neces- 
sary to set the applicable digit on the MANUAL 
SETTING digital switch. 


(1) RF input (1A3A1A2J2) : 
17.75- to 35.60-MC in 100-cycle steps at 600 
MVRMS minimum from synthesizer 1A6. If fre- 
quency is unstable or incorrect, refer to para- 
graph 4-3h. 

(2) RF output (1A3A1A2J1-3) ee : 
9.750 to 17.750 MC at 900 MVRMS typical with 


19.5 to 35.5-MC input from synthesizer 1A6. If 
correct, binary divider is operating properly. 


(3) RF output (1A3A1A2J1-5) : 
4.450 to 8.450 MC at 1.2 VRMS typical with 17. 8 
to 33.8-MC input from synthesizer 1A6. If correct 
binary divider is operating properly. 
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Figure 4-29. Converter 1A3, Overall Functional Block Diagram 
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(4) RF output (1A3A1A2J1-7) @ : 
2.450 to 4.450 MC at 1.2 VRMS typical with 19.6- 
to 35.6-MC input from synthesizer 1A6, If correct, 
binary divider is operating properly. 


(5) Refer to figure 5-180 for transis- 
tor voltage measurements, 


(6) Refer to Maintenance Standards 
Book for Radio Transmitting Set AN/FRT-24A, 


f. BUFFER AND DRIVER 1A3A1A6, 
CIRCUIT DESCRIPTION. - The buffer and driver 
assembly (see figure 5-187) consists of four buffer 
amplifiers, a power amplifier, and twodriver am- 
plifiers. The assembly contains one buffer ampli- 
fier for each operating band. Only one buffer 
amplifier is energized (B+ voltage applied by 
switch 1A3A1S2) at a time, depending upon which 
band is in use. When the converter is operated 
in the 16- to 32-MC band, the 17.75- to 33.75-MC 
input from the synthesizer is amplified by buffer 
amplifier Ql, power amplifier Q2 and driver 
amplifiers Q6 and Q7 and is applied to emitter- 
follower Q8. The output of Q8 is applied to RF 
linear amplifier assembly 1A3A1A5. When the 
converter is operated in any of the remaining 
three bands, switch 1A3A1S2 applies B+ voltage 
to the applicable buffer amplifier. The output of 
the buffer amplifier is amplified by Q6 and Q7 
and fed through emitter-follower Q8 to the RF 
linear amplifier assembly. Refer to Handbook of 
Electronic Circuits (NAVSHIPS 900,000.102) for 
description of buffer amplifiers and emitter 
followers. 


g. BUFFER AND DRIVER  1A3A1A6, 
TEST DATA. - Information follows which will 
be helpful in determining the overall performance 
of buffer and driver A6. Refer to figure 4-72 for 
circuit location and figure 5-67 for physical 
location of test points. The test equipment re- 
quired is an electronic counter, a VTVM, an RF 
VTVM with 50-ohm adapter (refer toSection1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer frequency 
manually, first set the desired frequency on the 
MANUAL SETTING digital switch. Remember 
that the actual output frequency ofthe synthesizer 
is 1.75 MC higher than the switch setting. Then 
set the SERVO MODE switch to MANUAL CHAN- 
NEL AUTO and throw the MOTOR DRIVE ON 
switch to ON. Press the START switch and after 
completion of tuning cycle throw MOTOR DRIVE 
ON switch off. To change incremental frequencies 
of 10 KC, 1 KC, and 100 cycles it is only neces- 
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sary to set the applicable digit on the MANUAL 
SETTING digital switch. 


(1A3A1A6J2) : 17.75-MC to 35.6-MC at 
1.2 VRMS into 50-ohm load (typical). If correct, 
buffer and driver are operating properly. 


(1) lone in 16- to 32-MC band 


(1A3A1A6J2) : 9.750 to 17.700 MC at 1.2 
VRMS into 50-ohm load (typical). If frequency is 
incorrect, refer to paragraph 4-5d. 


(2) ‘ey 8 in 8- to 16-MC band 


(1A3A1A6J2) 4.450 to 8.450 MC at 
1.08 VRMS into 50-ohm load (typical). If frequency 
is incorrect, refer to paragraph 4-5d. 


(3) one in 4- to 8-MC band 


(4) RE output in 2- to 4-MC band 
(1A3A1A6J2) : 2.450 to 4.450 MC at 1.16 
VRMS into 50-ohm load (typical). If frequency is 
incorrect, refer to paragraph 4-5d. 


(5) Refer to figure 5-187 for transis- 
tor voltage measurements. 


(6) Refer to Maintenance Standards 
Book for Radio Transmittng Set AN/FRT-24A. 


h. BALANCED MODULATORS AND CRY- 
STAL FILTER 1A3A1A38, CIRCUIT DESCRIP- 
TION. - The balanced modulator and crystal fil- 
ter assembly (see figure 5-181) consists of two 
balanced modulators, two buffer amplifiers, two 
crystal filters, and one linear combiner. Sub- 
carrier inputs of 1.75-MC from IF amplifier 
assembly 1A3A1A4 and audio inputs from am- 
plifier 1A2 are combined in balanced modulators 
Z1 and Z2. The balanced modulators provide an 
upper and lower sideband output with a suppressed 
subcarrier that is amplified by buffer amplifiers 
V1 and V3. Buffer amplifiers V1 and V3 are con- 
ventional amplifier stages which isolate the 
crystal filters from the balanced modulators. The 
output of V1 is fed through crystal filter FL1 to 
remove the lower sideband frequencies. The out- 
put of V3 is fed through crystal filter FL2 to 
remove the upper sideband frequencies. The 
lower sideband from FL2 and upper sideband from 
FL1 are combined in linear combiner V2 to pro- 
duce a combined single sideband output. Linear 
combiner V2 is a dual triode operated as a brod- 
band IF amplifier with dual control grids anda 
common plate load. Mixing of the two sidebands is 
accomplished with a minimum of cross-modula- 
tion or frequency distortion. Current balancing 
resistor R6 is adjusted for equal voltage gain 
from either sideband input. The combined single 
sideband output of V2 is fed to the single side- 
band input of IF amplifier assembly 1A3A1A4. 
Refer to Handbook of Electronic Circuits (NAV- 
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SHIPS 900,000.102) for detailed description of 
buffer amplifiers and common plate load mixer 
circuits. 


i. BALANCED MODULATOR AND CRY- 
STAL FILTER 1A3A1A3, TESTDATA. - Informa- 
tion follows which will be helpful in determining 
the overall performance of balanced modulator 
and crystal filter A3. Refer to figure 4-72 for 
circuit location and figures 5-58 and 5-59 for 
physical location of test points. The test equip- 
ment required is an electronic counter, a VT VM, 
an RF VTVM with 50-ohm adapter, anda radio 
test set (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(1) RF input (1A3A1A3J1 and 
1A3A1A3J5): 1.75 MC at 530 MVRMS into 50- 
ohm load (typical) and 360 MVRMS unloaded. If 
frequency is unstable or incorrect, refer to para- 
graph 4-3c. 


(2) Audio input (1A3A1A3J2 and 
1A3A1A3J6); 50 MVRMS with a red line reading 
on applicable LEVEL meter of amplifier 1A2. 


(3) Combined single sideband output 
(1A3A1A3J3): at 9-MV MVRMS into 50-ohm load 
(typical) on one sideband channel with 50-MVRMS 
audio input to amplifier. If correct, balanced 
modulator and crystal filter is operating properly. 


(4) B+ (1A3A1A3J4-A-D): +180 VDC. 


(5) Filament voltage (1A3A1A3J4-B- 
C): 6.3 VAC. 


(6) Refer to figure 5-181 for voltage 
and resistance measurements. 


(7) Refer to paragraph 5-5 for gen- 
eneral information and paragraph 5-5c for specific 
alignment procedure of 1A3A1A3R6. 


j. IF AMPLIFIER 1A3A1A4, CIRCUIT 
DESCRIPTION. - The IF amplifier assembly (see 
figure 5-182) consists of 1750-KC buffer ampli- 
fier A38, carrier insertion circuits, 450-KC IF 
circuits, 300-KC generator A2, 1300-KC genera- 
tor Al, and 450-KC sideband mixer, amplifier 
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and filter circuits. The 1750-KC subcarrier cir- 
cuits of the IF assembly include the 1750-KC 
buffer, carrier gate, sideband mixer, and 1750- 
KC sideband amplifier. At the 1750-KC and 450- 
KC subcarrier frequencies, these circuits pro- 
duce a modulated 1750-KC subcarrier for appli- 
cation to RF linear amplifier assembly 1A3A1A5 
and perform the carrier injection function. On the 
two high operating bands (8 to 30 MC), the 1750- 
KC sideband amplifier delivers the modulated 
1750-KC subcarrier directly to the assembly 
output. On the two low frequency bands (2 to 8 
MC), 1750-KC sideband amplifier V5 is disabled, 
and the sideband mixer output is converted toa 
modulated subcarrier frequency of 450 KC. 


(1) 1750-KC BUFFERS A8. - Two 
identical transistorized buffer amplifiers in sub- 
assembly A3 isolate the 1750-KC reference fre- 
quency input from the 1750-KC circuits in the 
IF amplifier assembly (see figure 5-185). Am- 
plifiers Q1 and Q2 are class A, common emit- 
ter amplifiers with tuned resonant collector 
loads. A sample of the 1750-KC reference fre- 
quency input is detected by diode CRI1 to pro- 
vide a DC signal for monitoring on the front- 
panel meter. A second 1750-KC reference fre- 
quency input sample is tapped from potentio- 
meter R9 and applied to the carrier gate. Refer 
to Handbook of Electronic Circuits (NAVSHIPS 


‘900,000.102) for description of class A, common- 


emitter amplifiers. 


(2) CARRIER INSERTION. - The car- 
rier insert gate, carrier mixer, and 1750-KC 
sideband amplifier control insertion of the car- 
rier during transmission of CW, compatible AM 
or SSB reduced carrier. Carrier gate V3 is an 
interstage-tuned IF amplifier. Carrier insertion 
is controlled by contacts of carrier insert relay 
K2, which injects the 1750-KC subcarrier at the 
control grid of V3. A bias voltage of three dif- 
ferent levels, determined by carrier insert as- 
sembly A8, varies the gain of the IF amplifier 
to determine the 1750-KC output amplitude. The 
control range extends in four steps; 0 DB, -10 
DB, -20 DB, and suppressed carrier (-60 DB). 
Suppressed carrier is accomplished by removing 
the plate voltage and grounding the control grid. 
In the first 1750-KC double sideband amplifier V4, 
the sidebands are summed in a resistive mixer 
and combined with a controlled amount of carrier 
from the insert gate. Except for the dual control 
grids, which permit linear additive mixing for 
minimum intermodulation and frequency distor- 
tion, the carrier mixer is a conventional inter- 
stage-tuned IF amplifier as is the second 1750- 
KC sideband amplifier. Refer to Handbook of 
Electronic Circuits (NAVSHIPS 900,000.102) for 
description of amplifier circuits. 
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(3) 3800-KC GENERATOR A2 AND lection of CW, compatible AM and SSB suppressed 
1300-KC GENERATORS Ai. — In these assem- carrier operation occurs through external cir- 
blies the 100-KC reference frequency input from cuitry. Energizing relay K2 applies the 1750-KC 
synthesizer 1A6 is multiplied by three and mixed carrier to the carrier insert gate V3. Application 
with the 1-MC reference frequency input in a of 180 VDC to the carrier insert gate V3 then 
balanced mixer (see figures 5-183 and 5-184). enables the circuit. An external bias voltage 
The sum frequency (1300 KC) is filtered and fed applied to the control grid of this stage regulates 
to succeeding stages by a buffer amplifier. The the carrier gate voltage gain and determines the 
X3 frequency multiplier and 300-KC buffer are amount of carrier to be mixed with the sidebands 
basically conventional interstage-coupled IF amp- in the carrier insert mixer. For selection of the 
lifiers. The frequency multiplier is overdriven 1750-KC or 450-KC modulated subcarrier, sec- 
to produce odd-harmonic distortion, In the 1300- tions of an external bandswitch are used. On the 
KC circuits, the 1-MC reference frequency input low bands (2 to 8 MC) where the 450-KC modulated 
is coupled to transformer A1T2 through the subcarrier is required, the 180-VDC plate supply 
impedance-matching and isolating network of is removed from 1750-KC sideband amplifier V5 
transformer A1T1 and capacitors A1C1 and A1C2. and applied to the 450-KC sideband amplifier. 
The tuned circuit bypasses the 1-MC reference Relay K1 is energized, and the 450-KC modulated 
frequency to the modulator but prevents reverse subcarrier is connected to the output of the IF 
feedback of the mixing process products. Mixing assembly. On high bands (8 to 30 MC) where the 
is accomplished by a balanced diode mixer in the 1750-KC modulated subcarrier is required, the 
secondary circuit of transformer A1T2. The 1-MC 450-KC sideband amplifier is disabled and the 
reference Signal is applied out of phase tothe two 1750-KC counterpart is enabled by the switched 
diodes while the 300-KC signal is applied in phase 180-VDC plate supply. Relay K1 is de-energized, 
to both diodes. The resultant developed across delivering the 1750-KC modulated subcarrier to 
potentiometer A1R2 contains the sum and dif- the output of the IF assembly. 
ference frequencies produced by the mixing action. 
The 1-MC reference frequency canbe suppressed k, IF AMPLIFIER’ 1A3A1A4, TEST 
by balancing AlR2. The 300-KC signal is greatly DATA. — Information follows which will be help- 
attenuated in succeeding tuned circuits. A band- ful in determining the overall performance of IF 
pass filter consisting of two capacitively-coupled, amplifier A4, Refer to figure 4-72 for circuit 
parallel-resonant filters eliminates all the input locations and figures 5-60 through 5-64 for phy- 
signals except 1300 KC. The filtered output from sical location of test points. The test equipment 
the secondary of transformer A1T3 drives the required is an electronic counter, a VTVM and 
1300-KC buffer amplifier. Refer to Handbook of an RF VTVM with 50-ohm adapter (refer to 
Electronic Circuits (NAVSHIPS 900,000.102) for Section 1 for type designations). 
description of transistor amplifier circuits. Note 
Refer to the servicing block diagram of 
(4) 450-KC SIDEBAND MIXER, this functional section at the end of Sec- 
AMPLIFIER AND FILTER. — The modulated tion 4 for additional test data. 
1750-KC subcarrier with controlled carrier is 
obtained from 1750-KC amplifier V4 and mixed 
: : : : ; (1) output for 8- to 32-MC bands 
pi, he 800° KC signal jn miner i (See fiure  azatady®) (G): 1750 KC at 920 MVRMS with 
. P18 connected, [45 MVRMS with P18 disconnected, 


plate and cathode loads. A nonlinear operating and 45 MVRMS with 50-ohm load (VTVM adapter): 


point produces intermodulation; the selective : , bth 

tuned circuits in the plate load of V1 and in sub- lion ee a aun a ae 

sequent amplifier V2 extract the modulated 450- Le ect eases ee eee errees 
IF amplifier is operating properly. 


KC subcarrier. A low-pass filter following V2 


provides additional rejection of undesired fre- (2) output for 2- to 8-MC bands 
quency components. Inthe low-frequency operating (1A3A1A433) @: 450 KC at 240 MVRMS with 
range (2 to 8 MC), relay K1 is energized, and P18 connected, Z{0 MVRMS with P18 disconnected, 


the modulated 450-KC subcarrier is applied to the and 64 MVRMS with 50-ohm load (VTVM adapter): 


output of the IF assembly. Also external band : ; ie 
: st with 50 MVRMS upper sideband audio input mea- 
switch contacts enable the 450-KC amplifiers and sured at 4-MC antenna frequency. If correct, 


disable the 1750-KC output amplifier by switching TF anicliticn 4s abe tans eronert 
the 180-VDC B+ lines, Refer to Handbook of Elec- P P a eid a 


tronic Circuits (NAVSHIPS 900,000.102) for de- 
scription of common plate mixer circuits (3) RF output of 38) (OH) poner ator 
; Bands A and B (1A3A1A4XA1J3) : 1300 KC 
at 440 MVRMS with 1A3A1A4P2 corinected, 460 
(5) CARRIER INSERTION AND MVRMS with 1A3A1A4P2 disconnected, and 180 
SUBCARRIER FREQUENCY SELECTION. — Se- MVRMS with 50-ohm load (VTVM adapter). 
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(1A3A1A4XA2J2) : 300 KC at 600 MVRMS 
with 1A3A1A4P6 Onnected, 1.4 VRMS_ with 
1A3A1A4P6 disconnected, and 63 MVRMS with 50- 
ohm load (VTVM adapter). 


(5) RF ea: of 1750-KC amplifier 


(4) RF on of 300-KC generator 


(1A3A1A4XA3J3) : 1750 KC at 23 MVRMS 
with 1A3A1A4P3 connected, 390 MVRMS with 
1A3A1A4P3 disconnected, and 23.5 MVRMS with 
50-ohm load (VTVM adapter). 


(6) Refer to figures 5-182 through 
5-185 for voltage and resistance measurements, 


(7) Refer to paragraph 5-5 for general 
information and paragraphs 5-5a through 5-5d for 
specific alignment procedures of 1A3A1A4C28, 
1A3A1A4C34, 1A3A1A4R21, 1A3A1A4C38, 1A3A1- 
A4C2, 1A3A1A4C3, 1A3A1A4R5, and 1A3A1A4C6, 


1, RF LINEAR AMPLIFIER 1A3A1A5, 
FUNCTIONAL DESCRIPTION, 


(1) OVERALL FUNCTIONAL DE- 
SCRIPTION, — The automatically tuned, RF linear 
amplifier assembly (see figure 4-72) heterodynes 
the modulated subcarrier from IF amplifier 
assembly A4 with the RF signal from buffer and 
driver assembly A6. It selects the difference 
frequency, and amplifies this difference signal 
to a 250-MW level. On the two lower bands (2 to 
8 MC), the subcarrier is 450 KC above the linear 
amplifier output frequency. On the two higher 
bands (8 to 16 MC), the subcarrier is 1750 KC 
above the linear amplifier output frequency. The 
principal circuits are a diode mixer, three gain- 
controlled RF amplifiers, an output power amp- 
lifier, and diode detectors for metering samples 
of the external RF input and linear amplifier out- 
put, The subcarrier from the IF amplifier assem- 
bly is combined with the frequency from the 
buffer and driver assembly in the mixer. The 
mixer is a diode balanced modulator thatreceives 
the input signals and passes only the sum and 
difference frequencies. The difference frequency, 
corresponding to the final output frequency, is 
amplified by the three highly selective RF amp- 
lifiers and the outputamplifier. The first amplifier 
gain is controlled by CHAN RF GAIN controls 
1A3A1R1 through 1A3A1R10 or front-panel RF 
GAIN control 1A3A1R14. The second amplifier 
gain is controlled by an APC (average power 
control) voltage input and the third stage is con- 
trolled by a PPC (peak power control) voltage 
input. 


(2) OVERALL TEST DATA, — In- 
formation follows which will be helpful in deter- 
mining the overall performance of the RF linear 
amplifier A5 circuit. Refer to figure 4-72 for 
circuit location and figures 5-65 through 5-67 
and 5-69 for physical location of test points. The 
test equipment required is an electronic counter, 
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a VTVM, and an RF VTVM with 50-ohm adapter 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


To change the synthesizer fre- 
quency manually, first set the desired frequency 
on the MANUAL SETTING digital switch. Re- 
member that the actual output frequency of the 
synthesizer is 1.75 MC higher than the switch 
setting. Then set the SERVO MODE switch to 
MANUAL CHANNEL AUTO and throw the MOTOR 
DRIVE ON switch to ON. Press the START switch 
and after completion oftuning cycle throw MOTOR 
DRIVE ON switch off. To change incremental 
frequencies of 10 KC, 1 KC, and 100 cycles, it is 
only necessary to set the applicable digit on the 
MANUAL SETTING digital switch. 


(a) RF output nasaraseo Gy 
2 to 30 MC at 2.2 VRMS minimum. If correct, 
RF linear amplifier assembly is operating pro- 
perly. 


(LA3A1A5J2) : 450 KC at 240 MVRMS with 
P19 connected, 210 MVRMS with P19 disconnected, 
and 64 MVRMS with 50-ohmload(VTVM adapter); 
measured at 4 MC antenna frequency. Ifincorrect, 
refer to paragraph 4-5j. 


© IF input, 8- to 32-MC bands 


@ IF input, 2- to 8-MC bands 
, 21 


(1A38A1A5J2) 1750 KC at 920 MVRMS with 
P19 connected, 145 MVRMS with P19 disconnected, 
and 45 MVRMS with 50-ohm load(VTVM adapter); 
measured at 24-MC antenna frequency. If in- 
correct, refer to paragraph 4-5j, 


dg) RF input, 2- to 4-MC bands 
(1A3A1A5J1) : 2.450 to 4.450 MCat 2.4 VRMS 
with P20 connected, 53 MVRMS with P20 discon- 
nected, 1.15 VRMS with 50-ohm load (VTVM 
adapter). If incorrect, refer to paragraph 4-5d. 


( RF input, 4- to 8-MC bands 
(1A3A1A5J1) @) 4.450 to 8.450 MC at 1.65 
VRMS with P20 connected, 80 MVRMS with P20 
disconnected, and 1.05 VRMS with 50-ohm load 
(VTVM adapter). If incorrect, refer to paragraph 
4-5d. 


(1A3A1A5J1) : 9.750 to 17.750 MC at 3.3 VRMS 
with P20 connected, 120 MVRMS with P20 discon- 
nected, and 1.2 VRMS with 50-ohm load (VTVM 
adapter). If incorrect, refer to paragraph 4-5d. 


g) RF input, 16- to 32-MC bands 
(1A3A1A5J1) : 17.75 to 33.75 MC at 4.0 VRMS 
with P20 connected, 150 MVRMS with P20 discon- 
nected, and 1.2 VRMS with 50-ohm load (VTVM 
adapter). If incorrect, refer to paragraph 4-5d. 


©) RF input, 8- to 16-MC bands 
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(h) Refer to figure 5-186 for volt- 
age and resistance measurements. 


(i) Refer to paragraph 5-5 for 
general information, and 5-5fand 5-5i for specific 
alignment procedures. 


(3) MIXER, CIRCUIT DESCRIPTION. 
The modulated subcarrier is heterodyned with 
the RF signal from buffer and driver 1A3A1A6 in 
a diode balanced modulator consisting of trans- 
former T1, diodes CR2 and CR3, and capacitor 
C73 (see figure 5-186). Maximum rejection of 
the input frequencies in favor of the sum and dif- 
ference products is obtained by adjustment of 
balancing potentiometer R28 and capacitor C73. 
A sample of the buffer input voltage is detected 
by diode CR4 for monitoring on the front-panel 
METER, The difference frequency from the ba- 
lanced modulator is separated from the sum 
frequency by the subsequent highly selective 
amplifier stages. This difference frequency con- 
tains the same audio modulation as the subcarrier, 
but is translated to the desired final output fre- 
quency. 


(4) MIXER, TEST DATA. — Infor- 
mation follows which will be helpful in determin- 
ing the overall performance of the mixer circuit. 
Refer to figure 4-72 for circuit location and 
figure 5-65 for physical location of test points. 
The test equipment required is an electronic 
counter, a VTVM, and an RF VTVM (refer to 
Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Output of mixer with converter 
set up for antenna frequency of 2 MC on band A 
(1A8A1A5XV1-2): 2 MC at 490 MVRMS. 


(b) Output of mixer with converter 
set up for antenna frequency of 8 MC on band C 
(1A3A1A5XV1-2): 8 MC at 710 MVRMS. 


(c) Check that front panel METER reads 
in the red area with METER SWITCH in SYNTH 
position. 


(5) FIRST, SECOND, AND THIRD RF 
AMPLIFIERS, CIRCUIT DESCRIPTION. — The 
mixer output must be amplified with sufficient 
Selectivity to extract the difference component 
of the modulation products, but with a bandpass 
wide enough to accommodate AM frequencies up 
to 4 KC on either side of the carrier. This is 
achieved in three cascaded, interstage-tuned, 
pentode RF linear amplifiers, V1, V2, and V3, 
with provisions for gain control, bandswitching, 
and fine tuning (see figure 5-186). Bandswitching 
is performed by sections of switch S1 and S2. A 
different interstage coupling transformer is se- 
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lected for each band, the remaining three trans- 
formers are inactive in the circuit having their 
secondaries grounded. The transformer primaries 
are connected together for reduction of stray 
signal pickup. Fine tuning is performed by air- 
dielectric, variable tuning capacitors across the 
interstage transformer primaries. Amplifier V1 
receives a gain control voltage from resistor R14 
in the manual mode of operation and from re- 
sistors 1A3A1R1 through 1A3A1R10 in the preset 
mode of operation. APC controls the gain of the 
second linear RF amplifier and PPC controls the 
gain of the third linear RF amplifier. 


(6) FIRST, SECOND, AND THIRD 
RF AMPLIFIERS, TEST DATA. — Information 
follows which will be helpful in determining the 
overall performance of the first, second, and 
third RF amplifiers. Refer to figure 4-72 for 
circuit location and figures 5-65 and 5-66 for 
physical location of test points. The test equip- 
ment required is an electronic counter, and an 
RF VTVM (refer to Section 1 for type designa- 
tions). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Refer to figure 5-180 for volt- 
age and resistance measurements, 


(b) Refer to paragraph 5-5 for 
general information and paragraph 5-5f for speci- 
fic alignment procedures of 1A3A1A5T11 through 
1A3A1A5T13 and 1A3A1A5C7 through 1A3- 
A1A5C45. 


(7) OUTPUT AMPLIFIER, CIRCUIT 
DESCRIPTION. — The output amplifier is atuned 
RF amplifier similar to the preceding stages 
but employs an RF power pentode to produce a 
peak 250-milliwatt level and 50-ohm impedance 
at terminal E9. A sample of the RF output is 
detected by diode CR1 and made available for 
monitoring the RF output on the front-panel 
METER. 


(8) OUTPUT AMPLIFIER, TEST 
DATA. — Information follows which will be help- 
ful in determining the overall performance of 
the output amplifier circuit. Refer to figure 
4-72 for circuit location and figure 5-65 for 
physical location of test points. The test equip- 
ment required is a VTVM (refer to Section 1 
for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
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(a) Check that frontpanel METER 
reads in the red. 


(b) Refer to figure 5-186 for volt- 
age and resistance measurements, 


(c) Refer to paragraph 5-5 for 
general information and paragraph 5-5f for spe- 
cific alignment procedures of 1A3A1A5T14 
through 1A3A1A5T17 and 1A3A1A5C54 through 
1A3A1A5C60. 


m. CARRIER INSERT AND GAIN CON- 
TROL 1A3A1A7 (see figure 5-177). — The carrier 
insert and gain control assembly consists of four 
carrier insert and gain control relays and three 
potentiometers. 


(1) CW EMISSION. — When the con- 
verter is operated in the CW (Al) mode of emis- 
sion, a ground signal actuates relay K2. Operation 
of K2 applies a carrier insert level tothe control 
grid of 1750-KC carrier gate V3 in IF amplifier 
assembly 1A3A1A4. The amount of carrier is set 
by Al carrier level adjustment R1. Relay K4also 
actuates, providing plate and screen voltage to 
1750-KC carrier gate 1A3A1A4V3. 


(2) COMPATIBLE AM EMISSION, — 
When the converter is operated in the compatible 
AM mode of emission, a ground signal actuates 
relay K3, Operation of K3 appliesa carrier insert 
level to the control grid of 1750-KC carrier gate 
1A3A1A4V3,. The amount of carrier is set by A8a 
carrier level adjustment R2, Relay K3 also applies 
an average power control (APC) level to 2nd RF 
amplifier V2 in RF linear amplifier assembly 
1A3A1A5, This level is set by average power 
control adjustment R7. Relay K4 also actuates, 
applying plate and screen voltage to 1A3A1A4V3. 


(3) SSB EMISSION. — When the con- 
verter is operated in the single sideband mode of 
emission, a ground from SSB switch 1A3A1S7 also 
selects the amount of carrier (0 DB, 10 DB and 
20 DB) which applies a preset biaslevel controlled 
by RF GAIN control 1A3A1R14, When 1A3A18S7 
is in the SUPPR CARRIER position K4 deener- 
gizes, When K4 is actuated, it applies +26 VDC 
to carrier insert relay 1A3A1A4K2 and plate and 
screen voltage to 1750-KC carrier gate 1A3- 
A1A4V3,. When RF GAIN control 1A3A1R14 is set 
to PRESET, relay K5 energizes and the gain of 
lst RF amplifier V1 in RF linear amplifier 
assembly 1A3A1A5 is controlled by channel RF 
gain resistors 1A3A1R1 through 1A3A1R10. When 
K5 is energized, the gain of 1A3A1A5V1 is con- 
trolled by RF GAIN control 1A3A1R14, 


n. CARRIER INSERT ANDGAIN CONTROL 
1A3A1A7, TEST DATA, — Information follows 
which will be helpful in determining the overall 
performance of carrier insert and gain control 
1A3A1A7. Refer to figure 5-177 for circuit lo- 
cation and figure 5-55 for physical location of 
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test points. Refer to Maintenance Standards Book 
for Radio Transmitting Set AN/FRT-24A for 
additional test data. 


4-6. RADIO TRANSMITTER T-973/FRT-24A, 
UNIT 1, FUNCTIONAL DESCRIPTION. 


a. OVERALL’ FUNCTIONAL DESCRIP- 
TION. — A simplified block diagram of Radio 
Transmitter T-973/FRT-24A is partof the overall 
block diagram ofthe Radio Transmitting Set, shown 
in figure 4-1. The transmitter consists of thirteen 
major items. One of these items is a cabinet 
(1A13) with accessories including blower assembly 
1A13B641, which supplies air cooling to the high- 
power tubes in RF assembly 1A8. The cabinet 
houses RF assembly 1A8, dial control 1A1, power 
control 1A9, HV supply 1A10, LV supply 1A11, 
service supply 1A12, and patch panel 1A13A3. 
The cabinet also houses synthesizer 1A6, ampli- 
fier 1A2, converter 1A3, synthesizer power supply 
1A4, and exciter power supply 1A7. These units 
are discussed separately and will be mentioned 
here to preserve continuity. 


The RF assembly (see figure 5-207) 
is capable of generating up to 1 kilowatt of RF 
energy into a 52-ohm load. The frequency range 
of 2 to 30 MC is developed in synthesizer and 
converter units and applied to the RF assembly 
through the patch panel assembly. These fre- 
quencies, which are also known as channels, must 
not be confused with the term "band". The operat- 
ing frequency range of the transmitter is divided 
into eight portions, or bands; for example, band1 
occupies the range of 2 to 3 MC, band 2 occupies 
the range of 3 to 4 MC, etc.,as shown in para- 
graph 1-4b. 


All tuning controls (including the 10- 
position channel switch and the eight-position band 
switches used in the RF stagesof the transmitter) 
that are repositioned for a change in operating 
frequency are coupled to autotune motor B240 
through mechanical positioning heads. The control 
head is capable of positioning the channel-switch 
shaft to 10 positions corresponding to 10 frequency 
channels, whereas six single-turn heads can posi- 
tion their respective eight-position switches or 
tuning capacitor controls to a position in one of 
the eight bands corresponding to the frequency 
channel selected, The autotune motor is actuated 
through a 10-position CHANNEL SELECTOR 
switch and a parallel-connected switching ar- 
rangement located on the control head. When a 
channel is selected either through the front-panel 
selector switch or at a remote point through the 
dial control, the autotune system automatically 
sets up the switches and tuning controls con- 
nected to the appropriate RF stages. 


The voltage regulator employs two volt- 
age reference tubes connected in series between 
the -150-volt and +600-volt power supplies; three 
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parallel-connected voltage-regulator tubes main- 
tain a constant 300 volts for operation ofthe low- 
level RF stages. 


The power control assembly (see figure 
5-210) consists of control branches and primary 
circuits for applying 115 VAC or 230 VAC as re- 
quired, to all circuits of the transmitter for op- 
erating the power, channel, and emission-selection 
systems. A local-remote switch in this unit sets 
up the transmitting set for operation locally or 
from one of the tworemote stations, The assembly 
also contains a mode switch to select the type of 
emission (SSB-CW-AM); anelectronic time-delay 
circuit (V501) which delays application of primary 
power to the LV and HV supplies during the 5- 
minute warm-up period; and a mechanical time 
delay of 1.5 seconds for momentary B+ delay, 
when switching from LV to HV. 


The dial control assembly (see figure 
5-167) contains relays actuated by pulses from 
Transmitter Control C-6466/FRT-24A. During 
remote operation of the transmitter these relays 
are capable of actuating the control circuits in 
the power control assembly to turn the trans- 
mitter on and off, to select the frequency channel 
by operating the autotune system, and to select 
the desired type of emission. 


The LV supply (see figure 5-212) 
utilizes V301 and V302, connected as a fullwave 
rectifier, to deliver 620 VDC to the RFassembly. 
The HV supply (see figure 5-211) employs V401 
and V402, connected as a full-wave rectifier, to 
deliver 3000 VDC to the plate circuits of the RF 
power amplifier, The service supply (see figure 
5-213), consisting of an auto transformer, is con- 
nected to the primary power of the transmitter 
to supply power for Power Supply PP-4243/FRT- 
24A and Power Supply PP-4242/FRT-24A. 


b. RF ASSEMBLY 1A8, FUNCTIONAL 
SECTION DESCRIPTION. — The RF assembly 
(see figures 4-83 and 5-207) consists of a tuned 
amplifier, RF driver, and final power amplifier. 
It also contains a voltage regulator, a power 
amplifier screen voltage regulator and an auto- 
matic tuning (autotune) system. The assembly 
receives the selected RF signal from converter 
1A3. The RF signal is amplified and may be ap- 
plied to the transmission line coupler (unit 7) for 
eventual application to the antenna or directly to 
a 50-ohm antenna. Tuning of the stages within 
the RF assembly is accomplished automatically 
by a single motor driving a control head anda 
series of single-turn heads. During remote auto- 
matic operation, the motor responds to digital 
information received from the transmitter control 
unit through dial control 1A1. During local auto- 
matic operation, the motor is controlled by CHAN- 
NEL SELECTOR SWITCH S243. The autotune 
system can be preset to operate on any of 10 
frequency channels. When anew frequency channel 
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is selected, autotune motor B240 rotates and 
positions the various controls in the RF assembly 
accordingly, At the same time, ground pulse in- 
formation issentto synthesizer 1A6 which, in turn, 
tunes the synthesizer circuits and converter 1A3 
to the selected frequency. Automatic tuning ofthe 
synthesizer and converter is described in para- 
graph 4-3i, The RF signal input from the con- 
verter is applied to the cathode of amplifier V116. 
Tuning of V116 is accomplished by switch S109A 
and S109B and EXCITER TUNING control C114A 
and C114B. Switches S109, S103, S104, and S106 
are mechanically ganged and together constitute 
the BAND SWITCH. During automatic operation, 
the BAND SWITCH is positioned by single-turn 
head O-288 and O-290 as described in paragraph 
4-b(11)(a). The amplified output of exciter V116 
is coupled through capacitor C247 to the grid of 
RF driver V114. The RF driver is a high level 
class AB amplifier which supplies sufficient sig- 
nal amplification to drive power amplifier V115. 
Tuning of V114 is accomplished by switch S103 and 
DRIVER TUNING control C125. Voltage for am- 
plifier V116 and RF driver V114 is supplied by 
voltage regulators V108 through V112. The output 
of the RF driver is coupled through capacitor C124 
to the grid of power amplifier V115. The signal 
is amplified by V115 and coupled through a modi- 
fied "Pi" network to the transmission line coupler 
or to a 50-ohm antenna. Tuning of the power amp- 
lifier is accomplished by BAND SWITCH portions 
of S104, LOADING COILSWITCHS105, PA PLATE 
LOADING control C134, and PA LOADING control 
C135. During CW operation, a grid block voltage 
is applied to amplifier V116 approximately 0.3 
second after completion of keying the transmitter. 
This cuts off V116 and disables the transmitter 
for on-off CW operation, 


(1) AMPLIFIER 1A8V116, CIRCUIT 
DESCRIPTION. — The amplifier (see figure 4-30) 
receives the selected RF frequency in the 2- to 
30-MC range from converter 1A3, The RF signal 
is applied to the cathode of amplifier V116. The 
RF signal is amplified and applied to RF driver 
V114. Tuning is accomplished by BAND SWITCH 
8109 and EXCITER TUNING capacitors C114A and 
C114B, When the operating frequency is changed 
during automatic operation, autotune motor B240 
rotates, The BAND SWITCH S109 and EXCITER 
TUNING capacitors C114A and C114B are me- 
chanically coupled to the motor through a series 
of single-turn heads. Rotation of the motor rotates 
the switch and capacitors, thus tuning the am- 
plifier to the selected frequency. Degenerative 
feedback from power amplifier V115, is applied 
to the grid of the amplifier. Application of degen- 
erative feedback improves the amplifier linearity 
and provides the required bandwidth during com- 
patible AM and single sideband operation. The 
output of the amplifier is coupled through BAND 
SWITCH S109 and capacitor C247 to the grid of 
RF driver V114. 
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(2) AMPLIFIER 1A8V116, TEST 
DATA, — Information which will be helpful in 
determining the overall operation of the amplifier 
is listed below. Refer to figure 4-83 for circuit 
location and figures 5-127 and 5-128 for physical 
location oftest points. The test equipment required 
is a VTVM (refer to Section 1 for type designa- 
tions), 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Check front panel MULTI- 
METER reading with multimeter switch 1A8S108 
in lst AMPL V X 1000 position. Refer to table 
3-11 for typical meter readings. 


(b) Refer to figure 5-207 for volt- 
age and resistance measurements, 


(c) Refer to paragraph 5-6 for 
general information and paragraph 5-6e for spe- 
cific alignment procedures of 1A8L105, 1A8L106, 
1A8L107, 1A8L108, 1A8L109, 1A8L111, 1A8L112, 
and 1A8C249., 


(d) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/ 
FRT-24A, 


(3) RF DRIVER 1A8V114, CIRCUIT 
DESCRIPTION, — The RF driver (see figures 
4-31 and 5-207) receives the RF output from 
amplifier V116 and provides sufficient excitation 
to drive power amplifier V115, RF driver V114 
is a class AB amplifier. Fixed bias of -30 to 
-90 VDC is supplied by bias rectifier V113. The 
input frequency applied to the control grid of V114 
through coupling capacitor C247 is controlled by 
switch S109A or S109B depending upon band of 
operation. The plate circuit is shunt-fed, the DC 
voltage being applied through RF choke L114, and 
the RF output through capacitor C124 to a tuned 
circuit consisting of variable capacitor C125 and 
a tapped inductor consisting of L115, L116, and 
L117, Wafer switch S103 introduces a different 
portion of this inductor to change the resonant 
frequency of the tank circuit to conform to each 
new band, and also shorts out the unused portion 
of the tank inductor to avoid detuning effects. 
For operation in the 2- to 3-MC band, the three 
coils are in series. On progressively higher- 
frequency bands, L117 and additional turns on 
L116 and L115 are shorted to produce the correct 
inductance for the operating frequency. The plate 
tank circuit is tuned to the exact frequency by 
variable air dielectric capacitor C125. The manual 
yositioning or presetting of C125 is controlled 
from the front panel by the DRIVER PLATE TUN- 
ING control. During channel selection, the capa- 
citor can be returned automatically to the preset 
position by single-turn head O-286 of the autotune 


4474 


NAVSHIPS 0967 009 2020 


AN/FRT-24A 
TROUBLE SHOOTING 


system, S103 is partofthe BANDSWITCH control, 
and is positioned together with S104, S106, and 
S109. RF driver V114 is biased for class AB op- 
eration with fixed bias which is applied to the 
grid, MULTIMETER M1183 monitors the RF driver 
grid voltage when the multimeter switch is in the 
DR BIAS V X 200 position, The meter also moni- 
tors the RF driver grid current or plate current 
when the switch is in the DR GRID MA X 20 or 
DR PLATE MA X 100 positions, respectively. The 
plate voltage for the stage, +620 volts, is applied 
to the plate load impedance (L114) through meter 
M102 and an RF filter, consisting of L131, C145, 
C146, and C276 for bypassing the RF current 
away from the power supply. The screen grid is 
maintained at RF ground potential by capacitors 
C268 and C269 which acts as an interelectrode 
shield. Capacitor C250 is adjusted for proper 
neutralization of V114. 


(4) RF DRIVER 1A8V114, TEST 
DATA, — Information which will be helpful in 
determining the overall operation of the RF driver 
is listed below. Refer to figure 4-83 for the 
circuit location and figures 5-127 and 5-128 for 
the physical location of test points. The test 
equipment required is a VTVM (refer to Sec- 
tion 1 for type designations), 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Check front panel MULTI- 
METER reading with multimeter switch 148S108 
in DR GRID MA X 20, DR PLATE MA X 100, 
DR PLATE V X 100, and DR BIAS V X 200 posi- 
tions. Refer to table 3-11 for typical meter read- 
ings. 


(b) Refer to figure 5-207 for 
voltage and resistance measurements. 


(c) Refer to paragraph 5-6 for 
general information and paragraph 5-6f for spe- 
cific alignment procedures of 1A8C250. 


(d) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A, 


(5) POWER AMPLIFIER 1A8V115, 
CIRCUIT DESCRIPTION. — Power amplifier V115 
(see figure 4-32) receives RF drive from RF 
driver V114 and provides final amplification for 
the RF signal. The power amplifier is capable 
of developing 1000-watt average power when 
operating type Al mode of emission, 1000-watt 
peak envelope power (PEP) when operating in 
types A3b, A38j and Fl modes of emission, and 
400-watt nominal carrier power when operating 
in type A8a mode of emission. The output of V115 
is coupled through the directional coupler to the 
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antenna or to the Transmission Line Coupler 
CU-390/FRT-24. Power amplifier V115 is biased 
for class AB operation by fixed bias supplied by 
bias rectifier V113 through the meter switching 
panel. When the multimeter switch is in the PA 
BIAS V X 200 position, MULTIMETER M113 moni- 
tors the power amplifier grid bias voltage. When 
the switch is in the PA GRID MA X 20 position, 
the meter monitors the power amplifier grid cur- 
rent. When the switch is in the PA FIL V X10 
position, the meter monitors the power amplifier 
filament voltage. 


The input frequency is applied 
through parasitic-suppressor R261 and C252 and 
coupling capacitor C124 to the control grid of V115, 
The output signal from the plate of V115is applied 
to the plate tuned circuit through parasitic- 
Suppressor circuit PC 102 and capacitor C132, 
The plate is shunt-fed, the DC voltage being applied 
through RF chokes L119 and L120. Switch S106 
shorts out L120 inall bands above the third (6 MC), 
in order to maintain suitable RF choke character- 
istics over the entire frequency range. The power- 
amplifier tuned circuit is a pi-type, impedance- 
matching network which greatly attenuates har- 
monics and provides an excellent match between 
the high-impedance plate circuit and a low- 
impedance load. The Pi-network consists of vari- 
of coils L127 and L128 joined to a modified Pi- 
tapped inductor comprising coils L123 to L126, 
and sections of plate load variable capacitors C135 
A/B and/or C136 A/B, S104 is an eight-position 
switch which introduces a different amount of 
inductance to change the resonant frequency of the 
pi network to conform with each new band. It also 
shorts out the unused portion of the inductance 
to avoid detuning effects. Another portion of this 
switch introduces one or more sections of C135 
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and/or C136 as shown in table 4-3, These capa- 
citor sections are preset by the PA LOADING 
control to adjust the tank current, while C134, 
which resonates the plate circuit to the exact 
frequency is preset by the PA PLATE TUNING 
control. During channel selection these controls 
can be returned automatically to their preset 
positions by single-turn heads O-285 and O-289, 
of the autotune system. 


The output of the network consists 
of coils L127 and L128 joined to a modified Pi- 
network which is mounted on a separate chassis 
and connected between L134 and L136 to supply 
additional harmonic-frequency suppression. 
These networks are used to match a 52-ohm load, 
and cancel the reactance of the load at the parti- 
cular output frequency. Switch $105 adjusts the 
inductance of loading coils L127 and L128 for 
each frequency band. Normally, positions 1 through 
8 of this switch correspond respectively with the 
eight bands previously selected by the BAND 
SWITCH. Since $105 is preset separately by the 
LOADING COIL SWITCH control (which can then 
be automatically returned to this position by 
single-turn head O-288 of the autotune system 
during channel selection), the switch can be ad- 
justed independently to compensate for variations 
in load impedance. The inductance is changed in 
a conventional manner, turns of L127 and L128 
being shorted together as the switch arm is ad- 
vanced from position 00 to position 10. The modi- 
fied Pi-network consists of coils L134, L135 and 
L136 as the arm of the Pi-network and capacitors 
C182 through C191 forming the remainder of the 
Pi-network. The output is taken from plug P102 
and fed to jack J1 on the directional coupler shield. 
The directional coupler consists of identical 
forward and reflected power rectifier circuits. 


TABLE 4-3. BANDSWITCHING FUNCTIONS OF S104 IN POWER AMPLIFIER 
PLATE TANK 


SWITCH POSITION 


OorAt Da fF WwW PB 


L123 
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BAND TUNING COILS 
CONNECTED 
L123, L124, L125 and L126 

L123, L124, L125, and part of L126 
L123, L124, L125, and part of L126 
L123, L124, and L125 

L123, L124, and part of L125 

L123, L124, and part of L125 

L128, and L124 


| FUNCTIONS OF SWITCH 


TUNING CAPACITORS 
CONNECTED 


C135 and C136 
C135 and C136 
C135 and C136 
C135 and C136 
C136 

C136 

C136B only 
C136B only 
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Both rectifier circuit inputs are connected to 
toroid transformer A1T1 and their outputs are 
connected to the POWER FORWARD-REVERSE 
switch. Jack AlJ1 is connected to jack AlJ2 on 
the directional coupler shield by a piece of No. 
12 gauge wire. From A1J2 the output is coupled 
through 52-ohm coaxial cable to Transmission 
Line Coupler CU-390/FRT-24 or directly toa 50- 
ohm antenna, The No. 12 gauge wire traverses 
through the center of toroid transformer A1T1 
and provides the necessary inductance so that 
toroid transformer A1T1 can sense the current 
across the output line, Capacitors A1C6 and Al 
C10 are part of individual voltage divider circuits 
and are connected to the output line for voltage 
sensing. Potentiometers A1R5 and A1R6 areused 
to calibrate the POWER OUTPUT meter. The 
rectified outputs are switched to the POWER OUT 
PUT meter by the POWER FORWARD-REVERSE 
switch for monitoring and determining the SWR 
ratio. 


The power amplifier is protected 
against overload by relay K102. When tube plate 
current exceeds a certain level, the relay is 
activated, thus disabling the amplifier. Resistor 
R150 sets the sensitivity of the relay and capaci- 
tor C138 prevents chatter. The PA CATHODE 
meter M105 monitors the power amplifier cathode 
current. The screen voltage (+630 volts) is sup- 
plied through LV- TUNE OPERATE switchS242A, 
and RF choke L138. When this switch is in the 
LV position for purposes of tuning and trouble- 
shooting, the screen voltage is disabled. In the 
TUNE position, contacts of this switch allow the 
high-voltage circuit to be energized while the 
screen grid voltage is dropped. This limits the 
plate current of V115 to a safe value in tuning 
procedure. In the OPERATE position, contacts 
of this switch energize the high-voltage circuit 
and the full screen voltage is applied. 


(6) POWER AMPLIFIER 1A8V115, 
TEST DATA, — Information which will be helpful 
in determining the overall operation of the power 
amplifier is listed below. Refer to figure 4-83 
for the circuit location and figures 5-124 and 
5-125 for the physical location of test points. 
The test equipment required is a VTVM, (refer 
to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Check front panel MULTI- 
METER reading with multimeter switch 1A8S108 
in PA GRID MA X 20, PA SCREEN MA X 100, 
PA SCREEN V X 1000, PA BIAS V X 20, and PA 
FIL V X 10 positions. Refer to table 3-11 for 
typical meter readings. 


(b) Refer to figure 5-207 for volt- 
age and resistance measurements. 
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(c) Refer to paragraph 5-6 for 

general information and paragraph 5-6h for spe- 
cific alignment procedure of 1A8C291. 


(d) Critical adjustment. 


(e) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A, 


(7) VOLTAGE REGULATOR 1A8V108 
THROUGH 1A8V112, CIRCUIT DESCRIPTION. — 
The voltage-regulator (see figure 4-33) consists 
of series regulators V110, V111, and V112, con- 
nected in parallel. They divide the +300-volt reg- 
ulated current into three equal paths (to eliminate 
a bulky single tube), and a source of reference volt- 
age made up of two cold-cathode type reference 
tubes (V108 and V109). This circuit supplies reg- 
ualted +300 volts to the screen-grid and plate cir- 
cuits of amplifier V116 and RF driver V114. 


The +600 volts fed to the plates of 
the voltage regulator (V110, V111, and V112) is 
dropped to approximately 300 volts by load resis- 
tors R155 and R156 and the bucking voltage of the 
-150-volt supply. The sum of the voltage drops 
between the +600-volt input and the -150 volts 
from the bias supply produces a negative signal 
on the control grids. This signal will vary in 
accordance with power-input (+600 volts) fluctua- 
tions by a certain amount above or below the mean 
voltage of +300 volts established by reference 
tubes V108 and V109, which are connected ina 
voltage-divider circuit. The plate currents through 
the voltage-regulator tubes will change causing 
these tubes to act as automatic variable resistors 
to maintain a constant output of +300 volts. This 
control voltage at the junction of R124 and R154 
becomes less negative as the +600-volt input rises, 
becuase the voltage drop across V108 and V109 
remains constant. When the regulator grids 
become less negative, the plate current increases. 
The voltage drop across resistors R155 and R156 
is therefore increased, so that the regulator ref- 
erence voltage is reduced to the proper value. 
Consequently, if the regulator reference de- 
creases, the control voltage to the grids of V110, 
V111, and V112 becomes more negative, the plate 
current decreases, and the plate voltage rises 
to its former value. Voltage-dropping resistor 
R123, connected in series with V108 and V109, 
drops the reference voltage slightly to impress 
the correctbias on the grids of the tubes. However, 
the voltage drop across this resistor does not 
change substantially with voltage variations, 
because V108 and V109 are connected in series 
with R124, a resistor of much higher value than 
R128; therefore voltage variations between the 
negative voltage source andthe regulated 300-volt 
output will appear for the most part across R124 
and consequently R154. The resistors in the 
control-grid and screen-grid circuits of V110, 
Vill, and V112 prevent oscillations at audio fre- 
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Figure 4~33. RF Assembly 1A8, Voltage Regulator, Simplified Schematic Diagram 


quencies or higher. Capacitor C167 is a bypass 
capacitor for shunting audio and RF currents 
around the voltage regulator. 


(8) VOLTAGE REGULATOR 1A8V108 
THROUGH 1A8V112, TEST DATA. — Information 
which will be helpful in determining the operation 
of the voltage regulator is listed below. Refer to 
figure 4-83 for the circuit location and figures 
5-127 and 5-128 for the physical location of test 
points. The test equipment required is a VTVM 
(refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Check front panel MULTI- 
METER reading with multimeter switch 1A8S108 
in lst AMPL V X 1000 position. Refer to table 
3-11 for typical meter readings. 


(b) Refer to figure 5-207 for volt- 
age and resistance measurements, 


(9) RF BIAS SUPPLY 1A8V113, CIR- 
CUIT DESCRIPTION. — The RF bias supply (see 
figure 4-34), consisting of full-wave rectifier 
V113, receives 115-VAC and supplies -50-VDC 
bias voltage to RF driver V114 and -90-VDC to 
power amplifier V115. Refer to NAVSHIPS 
900,000.102 for a description of a full-wave 
rectifier. 


(10) RF BIAS SUPPLY 1A8V113, TEST 
DATA, — Information which will be helpful in de- 
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termining the overall operation of the RF bias 
supply is listed below. Refer to figure 4-83 for 
the circuit location and figure 5-127 for the 
physical location of test points. The test equip- 
ment required is a VTVM, (refer to Section 1 for 
type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(a) Check front panel MULTI- 
METER reading with multimeter switch 1A8S108 
in DR BIAS V X 200 and PA BIAS V X 200 posi- 
tions. Refer to table 3-11 for typical meter read- 
ings. 


(b) Refer to figure 5-207 for volt- 
age and resistance measurements, 


(11) AUTOTUNE SYSTEM 1A8, CIR- 
CUIT DESCRIPTION. — The operating frequency 
within the 2- to 30-MC range for Radio Trans- 
mitter T-973/FRT-24A is determined by the posi- 
tion of the CHANNEL SELECTOR switch and the 
following controls: BAND SWITCH, EXCITER 
TUNING, DRIVER PLATE TUNING, P.A, PLATE 
TUNING, P.A. PLATE LOADING, LOADING COIL 
SWITCH. These tuning controls and switches can 
be automatically set to exact, predetermined po- 
sitions by the autotune system. The autotune sys- 
tem can be controlled locally at the transmitter 
or from a remote station using Transmitter 
Control C-6466/FRT-24A. Refer to paragraph 
4-6c(2) of this section for a circuit description 
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Figure 4-34, 


of the autotune using a dial-type remote control 
system. The basic autotune system shown in 
figure 5-130 consists of six single-turn posi- 
tioning heads, a 10-position control head, and a 
two-phase AC motor with associated chaindrives 
and gearing to rotate the control and positioning 
heads. The electrical circuit for positioning the 
autotune-driven elements by controlling the op- 
eration of motor B240 consists of the control- 
head circuitry, CHANNEL SELECTOR switch 
$243, motor-starting relay K240, and motor- 
reversing relay K241. The six front-panel con- 
trols are each connected to a single-turn head. 


(a) SINGLE-TURN HEADS. - 
Single-turn heads O-290 and O-288 position 
bandswitches S103, S104, S106, and S109 and the 
L-network shorting switch (S105), respectively; 
single-turn heads O-237, O-286, and O-289 posi- 
tion the tuning capacitors for the exciter, driver, 
and power-amplifier plate tanks, respectively; 
and single-turn head O-285 positions the pi- 
network loading capacitors. All single-turn heads 
are identical except for a slight modification of 
O-286 and O-287; these two rotate their associated 
shatts through 180 degrees instead of 330degrees. 
The single-turn heads can be preset to operate 
the previously mentioned switches andcapacitors 
for 10 different frequency settings. For manual 
tuning or presetting, the thumb screws on the 
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RF Assembly 1A8, RF Bias Supply, Simplified Schematic Diagram 


control knobs are loosened. The autotune system 
must not be operated while the thumbscrews are 
loose or all the channel settings may be lost. All 
locking keys must be secured before operating 
the transmitter. In order to position the single- 
turn heads, autotune motor B240 drives them 
through chain belts and gears in the counter- 
clockwise direction preparatory to the final ad- 
justment, which occurs when the motor reverses 
rotation. (The counterclockwise direction will be 
known as the first direction, and the clockwise 
direction, as the second direction, throughout the 
following discussion.) Figure 4-35 is a sim- 
plified diagram of a typical single-turn head; itis 
not an exact mechanical representation, but is 
adequate for purposes of explanation. Figure 5-31 
is an exploded view of a single-turn head. 


The portion of single-turn 
shaft 4 extending from the back of the single- 
turn head is coupled to the circuit element (such 
as wafer switch or variable capacitor) being con- 
trolled, while the portion of the shaft extending 
from the front of the unit is attached to a knob 
used for manual tuning and channel setting. Auto- 
tune motor B240 drives worm gear 1 in the first 
direction so that gear 2 rotates in the direction 
indicated by the solid arrow in figure 4-35, Gears 
2 and 3 are fastened together, and rotation of gear 
2 causes rotation of cam drum 7 through gears 


4-81 


Paragraph 
4-6b(11)(a) 


3, 5, and 6 and ratchet drive 8. A clutch action 
exists between shaft 4 and gear 2 (and 3). Stop- 
ring drum 9 rotates in the first direction until 
rotation step 10 halts the shaft rotation, and the 
clutch slips keeping the stop-ring drum Stationary. 
This action insures that the stop-ring drum al- 
ways Starts from the home-stop (0-degree) posi- 
tion in preparation for its clockwise or second 
direction of rotation. Cam drum 7 continues to 
rotate until the autotune motor reverses direction. 


Cam drum 7 is composed of 
10 slotted rings, the slots of which are evenly 
Spaced around the drum so that each slot cor- 
responds to a position of seeking switch S251 in 
the autotune control head circuits; ring 1 is syn- 
chronized with the first position of S251, etc. 
Pawl stack 11 is composed of 10 pawls, each of 
which has a heel and a toe. The pawl heels ride 
on their corresponding cam-drum rings, which 
keep the pawl toes in a back position, and do not 
allow them to fall into the slots on stop-ring 
drum 9. The pawl heels are tapered, sothat when 
the cam drum rotates in the first direction, the 
heels fall part way into their respective slots, but 
ride out of the slots as the drum continues to 
rotate. In the first direction, if a pawl toe falls 
into its slot, on the stop-ringdrum, thecam drum 
rotation will cause the pawl heel to ride out of 
the cam-drum slot, thus raising the heel anddis- 
engaging the toe from the stop-ring. At the be- 
ginning of the autotune cycle, one of the pawl toes 
is engaged in its respective stop ring, so that 
during the first direction of autotune operation, the 
stop ring becomes disengaged, or cleared inpre- 
paration for the second-direction cycle. The po- 
sition of S251 in the autotune control circuit, when 
it causes autotune motor B240 to reverse direc- 
tion, determines which cam-drum ring is posi- 
tioned so that its slot is directly beneath its 
respective pawl heel. 


Note 


The rotation of the cam drum is identical 
with that of $251. The cam drum rotates 
continuously in the first direction only, 
in a manner similar to that of S251. When 
B240 reverses, to rotate in the second 
direction, the cam drum remains Station- 
ary, because ratchet drive 8 in this 
direction turns without coupling to the 
cam drum. 


Shaft 4 can rotate in the 
second direction, until rotation stop 10 is engaged, 
which limits the rotation of shaft 4 and stop-ring 
drum 9 to 180 or 330 degrees (depending upon the 
type head being used). The position of rotation stop 
10, as adjusted during manufacture, determines 
the number of degrees of shaft travel. This means 
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that when the stop-ring drum is rotated, a portion 
of its circumference will pass the pawl toes. The 
stop rings are preadjusted so that during rotation 
all of the stop-ring slots pass beneath the toes. 
When a stop-~-ring slot moves under the pawl toe 
which has been released by its corresponding 
pawl heel, the toe will fall into the slot, and the 
stop-ring drum and shaft 4 will be held stationary. 
Because the shaft of the circuit element being 
controlled is mechanically linked to shaft 4, it will 
be positioned according tothe stop-ring slot which 
has engaged its pawl toe. Autotune motor B240 
will continue to rotate (inthe second direction), but 
the clutch will slip, and shaft 4 willnot be moved. 


For the initial channel-fre- 
quency setting, a thumbscrew on the control knob 
is loosened about two turns, to allow a stop ring 
engaged to a pawltoslipon shaft 4. The other nine 
stop rings, not retained by their pawls, maintain 
their relative position to each other and the shaft, 
so that when the circuit-element knob is rotated 
(manually), these stop rings, the shaft, and the 
circuit element are rotated. The engaged stop 
ring is held stationary, and the setting at which 
the control knob is positioned becomes the new 
band setting for that stop ring. When the thumb- 
screw is tightened, all stop rings are fastened 
securely to each other and the shaft. Whenever 
this particular dial setting is again required, 
the CHANNEL SELECTOR switch is operated to 
the channel number corresponding to the ring on 
the cam drum. The autotune motor starts and 
brings the cam drum into the proper position, so 
that the pawl is over the corresponding slotin the 
cam drum. The remaining pawl heels contact the 
smooth portion of the cam drum. When the auto- 
tune control system causes the motor toreverse, 
the cam drum remains stationary, because of the 
action of ratchet 8, and the stop-ring drum rotates 
until the toe of the pawl falls intoa corresponding 
slot in the stop-ring drum. When this occurs, 
the pawl grabs and holds shaft 4 stationary and 
thereby establishes a new capacitor bandswitch 
setting for the associated transmitter circuit. The 
slip clutch takes up the mechanical motion from 
the motor, permitting gears 3 and4toturn without 
changing the position of the shaft, until the motor 
is turned off by the autotune control circuit. 


Note 


If the thumbscrew on any control knob 
is not secured before autotune cycling, 
one of the pawl toes may fall into a stop 
ring as the pawl heel passes over its 
cam-drum slot. If that particular chan- 
nel has been preset, the setting will be 
changed as the ring is rotated out of 
position. 
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(bo) AUTOTUNE ELECTRICAL 
SYSTEM. - The autotune electrical system can 
be controlled locally or from a remote station, 
to properly position the control head and the six 
Single-turn heads. These heads are initially ad- 
justed to provide 10 frequency settings, each of 
which corresponds to one of the 10 positions on 
CHANNEL SELECTOR switch $8243. The autotune 
electrical system performs a complete cycle of 
operation each time that the autotune cycle is 
initiated, regardless of the frequency channel se- 
lected. The following discussion covers only the 
local operation of the autotune system. For op- 
eration of the system from a remote Station using 
a dial-type assembly in conjunction with the dial 
control located in the transmitter, refer to para- 
graph 4-6c(2) of this section. Although the control 
circuit for initiating autotune operation from a 
remote position is more complex, the autotune 
system proper functions in the same manner asin 
local operation. A schematic diagram ofthe auto- 
tune electrical system is shown in figure 4-36, 
and two block diagrams showing the entire auto- 
tune cycle for local operation are shown in figures 
4-37 and 4-38. Control head O-284, together with 
its associated switches, is the heart of the auto- 
tune electrical system in thatit controls the opera- 
tion and direction of rotation of autotune motor 
B240 by energizing and deenergizing motor-start- 
ing relay K240 and motor-reversing relay K241 
at the proper time and in the proper sequence. The 
electrical circuit of the control head is shown en- 
closed in dashed lines in figure 4-39. The sequence 
of operation of the electrical system is as follows: 


(1) STARTING AUTOTUNE SYSTEM. 
When LOCAL-REMOTE switch S504 is placed 
in the LOCAL position, the autotune system is 
readied for operation by the completion of the 
circuit between ground and the rotor of CHANNEL 
SELECTOR switchS243; momentary-start contact 
(11) of this switch is connected to the winding of 
motor-starting relay K240. When S243 is turned 
to a new channel, the blades of the grounded rotor 
touch the momentary-start contact (in the new 
position, this contact lies between one of the slots), 
and K240 is energized. Contacts (2) of this relay 
close and supply a holding circuit to ground through 
the normally closed contacts (2) of motor-revers- 
ing relay K241. The normally-closed contacts (1) 
of K240 open the high-voltage disabling circuit 
(paragraph 4-6d (1)(c), of this section), so that 
transmitter operation is Suspended during auto- 
tune cycling. The connection to the dial disabling 
circuit on contacts (2) is made only when the 
LOCAL-REMOTE switch is in the REMOTE po- 
sition, so that channel selection by another re- 
mote station is suspended during autotune cycling. 
Contacts (3) close and connect the coil of K241 
to reverse-interlock switch $253, in preparation 
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for the motor-reversing operation (Second di- 
rection). Contacts (4) close and complete the 
115-VAC input to autotune motor B240. The motor 
then begins to run in a counterclockwise direc- 
tion, driving the six single-turn heads and the 
control head. 


(2) CONTROL-HEAD OPERATION. - 
A simplified diagram of the control headis shown 
in figure 4-39. Before the motor begins to run, 
actuator lever 1 is pressed against actuator 2,so 
that the contacting bar of limit switch S254 is 
touching contacts (B). As soonas the motor begins 
to run, as described in the previous paragraph, 
worm drive 3 and worm gear 4 move control- 
head shaft 5 and seeking switch S251 (auto- 
emission selector switch is used only in remote 
autotune operation with a dial-type unit; refer 
to paragraph 4-6c(2) of this section) through 
ratchet drive 6 for one complete revolution before 
the lost-motion coupler is engaged. This is done 
in order to insure that the locating drums and 
shafts of the single-turn heads are all in the 
home-stop (0-degree) position. 


When lost-motion coupler 7 is 
engaged, worm gear 4 drives actuating lever 1 by 
means of slip clutch 8. As soon as the lever 
pressure is removed, the shorting bar S254 
touches contacts (a) (because of a spring-return 
mechanism within the switch). Contacts (A) pro- 
vide an alternate ground to the coil of K240, in 
readiness for the breaking of the holding circuit 
by the opening of contacts (2) of K240 at the time 
relay K240 is energized. The motor continues to 
drive in the first direction, m>ving the lever until 
it actuates switch $253. Contacts (A) of S253 are 
now connected together by the contacting bar 
inside the switch, readying the motor-reversing 
relay (K241); this relay will be energized as soon 
as seeking switch S251 and cam switch S252 are 
in the correct position. In the meantime, the fric- 
tion clutch slips, keeping the lever against the 
spring-loaded mechanism of S253 , as well as 
rotating the shaft with its associated switches 
$250, $251, and S252. This rotation continues 
until the wiper contact of S251 reaches the 
grounded stationary contact (which corresponds 
to the new channel). This ground is carried 
through the closed contacts of S252, S253, and 
K240 to the other side of the coil relay K240, 
which then becomes energized. 


Note 


Cam switch S252 is synchronized with 
$251 so that its contacts close only in 
the exact center of each channel contact 
on $251. This ensures precision control 
of the channel drums in the single-turn 
heads, which in turn are synchronized 
with the rotation and position of seeking 
switch $251. 
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Figure 4-36. RF Assembly 1A8, Autotune System, Simplified Schematic Diagram 
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Figure 4-39. RF Assembly 1A8, Autotune System, Control Head, Mechanical Diagram 
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(3) COMPLETION OF AUTOTUNE 
CYCLE. - When motor-reversing relay K241l 
is energized, contacts (1) close, supplying an 
additional ground for holding purposes so that the 
relay will remain energized as soon as motor 
B240 reverses direction and opens $253. Contacts 
(3) and (4), in closing, reverse one phase of the 
115-VAC input to the motor so thatthe motor will 
reverse its direction of rotation. Contacts (2) 
open, leaving limit switch S254, as the only re- 
maining ground to motor-starting relay K240. 
Operation of S254 at the end of the autotune cycle 
will stop motor B240. When the motor rotates in 
a clockwise (second) direction, the worm drive 
begins to drive the worm gear in a counter- 
clockwise direction. The ratchet drive prevents 
the control-head shaft from rotating in this di- 
rection, and the lost-motion coupler moves one 
complete turn before it begins to drive the lever 
back to its original position. 


Note 


Not only S251 but also switches S240 and 
5250 maintain the same position since 
they are all mounted in common on the 
control-head shaft. S240 and S250 are 
used only for control of the transmitter 
function with a dial-type unit, as dis- 
cussed in paragraph 4-6b(11)(c) of this 
section. 


During this interval the locating 
drums of all the single-turn heads have sufficient 
time to start from their home or zero-degree 
position and rotate, if necessary, through their 
full range (180 or 330 degrees depending upon 
their design). Therefore, the circuit elements are 
properly positioned by the time the lost-motion 
coupler begins to drive the lever through the fric- 
tion clutch. As soon as the lever position is 
changed, the contacting bar of S253 is returned 
to (B) starting the tuning sequence of synthesizer 
1A6, keeping relay K240 energized by only the 
holding circuit of contacts (1). When the lever 
reaches limit switch S254, the contacting bar of 
this switch is forced over from contact (A) to (B). 
Relay K240 is deenergized, which in turn stops 
motor B240 and deenergizes relay K241. The 
high-voltage control circuit is complete, and the 
transmitter begins operation of the new channel 
that has been selected by the autotune system. 


c. DIAL CONTROL 1A1, FUNCTIONAL 
SECTION DESCRIPTION. - The dial control (see 
figure 5-167) is used with Transmitter Control 
C-6466/FRT-24A for remote control operation of 
the transmitter. When the telephone dial is op- 
erated to turn the transmitter on or off, or to 
select a new frequency or a different type of 
emission, the proper number of ground pulses 
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for the action desired are transmitted to the dial 
control, which by a sequence of events discussed 
below, operates the autotune system in the RF 
assembly, the synthesizer automatic tuning cir- 
cuits, or the power control circuits to achieve 
the desired result. The dial control consists of a 
stepping-type relay, eight telephone-type relays, 
and a DC power supply for the relays. The LO- 
CAL-REMOTE switch (S504) on power control 
1A9 must be placed to the REMOTE position 
before the transmitter can be controlled from a 
remote station. In order to understand the opera- 
tion of the dial control assembly for automatic 
channel selection, it is essential that the theory 
of operation of the autotune system, discussed 
in paragraph 4-6b(11), of this section be thoroughly 
understood. Figure 4-40 isa simplified schematic 
of the dial control and its associated circuits. 
Figures 4-41 and 4-42 are block diagrams show- 
ing the sequence of operation of the dial control 
during channel and power selection respectively. 


(1) LOCAL-REMOTE SWITCHING. - 
The LOCAL-REMOTE switch (S504), located on 
power control 1A9 connects the dial control to 
the autotune and power control circuits when this 
switch is placed in the REMOTE position. Ground 
pulse information from a dial input to stepping 
relay K801 in conjunction with pulsing relay K802 
effects the operation of relays K803 through K809 
for the control of these circuits. In the LOCAL 
position of the switch, the same circuits are dis- 
connected from the dial control, so that the same 
operation can be initiated by the transmitter 
front-panel controls. However, before the trans- 
mitter can be handled exclusively from a remote 
station, the required frequency channel should be 
preset and PRIMARY CIRCUIT BREAKER switch 
CB501 should be on. S504 is a six-deck, wafer- 
type switch on a common shaft. The decks are 
numbered alphabetically from S504A to S504F. 
S504A is nearest the driver or knob end, as 
shown in figure 4-43. All decks except S504F 
consist of three single-pole, double-throw switch 
sections, each of which is designated with the 
suffix 1, 2, or 3. Deck S504F consists of two 
double-pole, double-throw switch sections, each 
of which is designated with the suffix 1 or 2. 
Altogether, the LOCAL-REMOTE switch contains 
17 switch sections; the function of each switch 
section for either one of its two positions is 
given below. 


Note 


For further explanation of the functions 
of 5504 in the LOCAL position, refer to 
paragraphs 4-6b(11) and 4-6d of this 
section for local operation of the auto- 
tune system and power control circuit 
respectively. 
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Figure 4-40. Dial Control 1A1, Dial Control with Associated Circuits, 


Simplified Schematic Diagram 
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OPERATOR 
DIALS 
FREQUENCY 
CHANNEL 


OPERATION OF LIMIT 
SWITCH ENERGIZES 

HOMING RELAY K803 
THROUGH K8OIB 


PULSING RELAY 
K802 OPERATES FOR 
EACH DIAL PULSE 


CONTACTS ON K802 OPEN 

BREAKING HOLDING CIRCUIT 

FOR K806, K807, K808 AND 
K809, FIL OFF, HV OFF, 
CW AND AM RELAYS 


OPERATION OF HOMING 
RELAY K803 ENERGIZES 
K801 THROUGH AUTOSTEPPING 
CONTACTS SO THAT K8OI 
AUTOMATICALLY 
BEGINS STEPPING 


OPERATION OF K802 
ENERGIZES K8Ol. 
STEPPING SWITCHES 

OF K8OI STEP ONE 
POSITION FOR EACH PULSE 


OPERATION OF K8Oi 
ENERGIZES SLOW~RELEASE 
RELAY |, K8O5 WHICH REMAINS 
CLOSED DURING DIAL PULSING 


OPERATION OF K806 
ENERGIZES PLATE 
HOLD RELAY K503 


OPERATION OF K8OI 
ENERGIZES SLOW- 
RELEASE RELAY |, K805, 
WHICH REMAINS CLOSED 
DURING STEPPING 


WHEN PULSING IS 
COMPLETED, STEPPING 
SWITCHES OF K8O! 
ARE STOPPED ATA 
POSITION CORRESPONDING 
TO THE CHANNEL DIALED 


OPERATION OF K805 
ENERGIZES SLOW- 
RELEASE RELAY 2, 
K804, WHICH REMAINS 
CLOSED UNTIL 
K805 RELEASES 


OPERATION OF K50O3 
ENERGIZES FILAMENT 
RELAY K50!i TO TURN ON 
EQUIPMENT FILAMENTS 


OPERATION OF K805 
ENERGIZES SLOW- 
RELEASE RELAY 2, K804, 
WHICH REMAINS CLOSED 
UNTIL K805 RELEASES 


AFTER PULSING !S COMPLETED, 
SLOW-RELEASE RELAY |, 
K8O5, RELEASES, 
DE-ENERGIZED SLOW-RELEASE 
RELAY 2, K804 


OPERATION OF 
K240 DISABLES 
DIALING CIRCUIT 


OPERATION OF K804 
RELEASES MOTOR- 
START RELAY K240 


WHEN MOTOR START 
RELAY K240 IS 
RELEASED THE HV 
ON-OFF INTERLOCK 
CIRCUIT 1S CLOSED 


LV PLATE RELAY 
K505 AND HV 
PLATE RELAY K502 
OPERATE 


SLOW-RELEASE RELAY 2, 
K804, RELEASES 
ENERGIZING MOTOR-START 
RELAY K240 


OPERATION OF K240 
OPENS HV ON-OFF 
INTERLOCK CIRCUIT 


LV PLATE RELAY K505 
AND HV PLATE RELAY 
K502 RELEASE 


AUTOTUNE 
MOTOR 
STOPS 


MOTOR REVERSE 
RELAY K24l 
RELEASES 


EQUIPMENT OPERATES 
ON NEW CHANNEL 
FOR SSB EMISSION 


AUTOTUNE MOTOR 
8240 STARTS 


LIMIT SWITCH 
$254 OPERATES 


WHEN K80!I REACHES 
POSITION 26, K8OIE 
OPENS TO DISABLE THE 
AUTO-STEPPING CIRCUIT 
AND K8OI IS STOPPED 
ON POSITION 26 


ORIGINAL 


Figure 4-41. 


SEEKING SWITCH 


$25! ROTATES 


REVERSE-INTERLOCK 
SWITCH S253 IS 
OPERATED PREPARING 
MOTOR-REVERSE RELAY 
K241 TO OPERATE 


PULSING COMPLETED, 
SLOW-RELEASE RELAY |, 
K8O5, RELEASES, 
DE-ENERGIZING SLOW- 
RELEASE RELAY 2, K804 


SEEKING SWITCH REACHES 
POSITION CORRESPONDING 
TO POSITION ON K8OIC 
ENERGIZING MOTOR- 
REVERSE RELAY K241 AND 
REVERSING AUTOTUNE MOTOR 


WHEN AUTOTUNE CYCLE 
iS COMPLETED LIMIT 
SWITCH $254 RETURNS 
TO NORMAL POSITION 


SLOW-RELEASE RELAY 
K804, RELEASES, 
TQ COMPLETE THE 
AUTOTUNE CYCLE 


REVERSE-INTERLOCK 
SWITCH $253 OPENS 


SELECTOR SWITCHES 


$240B AND $250 
POSITIONED TO 
SELECTED CHANNEL 


S240B SELECTION COMPLETES 
CIRCUIT AND ACTIVATES 
CHANNEL SELECT RELAYS 
IN SYNTHESIZER MEMORY 


$250 SELECTION APPLIES 
GROUND IN CONVERTER TO 
1 OF 10 PRESET VARIABLE 


RESISTORS FOR RF 
OUTPUT GAIN 


CONTACTS B OF REVERSE 

INTERLOCK SWITCH PULSE 

APPLYING START PULSE 
TO SYNTHESIZER PROGRAMMER 
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Dial Control 1A1, Sequence of Operation for Channel Selection, Block Diagram 
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OPERATOR DIALS 
A (POSITION II) 


WHEN PULSING IS COM- 
PLETED, STEPPING SWITCHES 
OF K80I ARE STOPPED AT 
POSITION i2, I5, 20 OR 2}. 


OPERATION OF AM RELAY 
K809 ENERGIZES AM RELAY 
K606 


OPERATION OF AM RELAY K606 
ENERGIZES IA2AIK2 IN THE 
AMPLIFIER, K903 IN THE 
TRANSMITTER CONTROL AND 
1AZAIA7K3 IN THE CONVERTER 


EQUIPMENT OPERATES 
FOR AM-TYPE EMISSION 


PULSING RELAY K802 
OPERATES FOR EACH DIAL 
PULSE 


CONTACTS ON K802 OPEN, 
BREAKING HOLDING CIR- 
CUIT FOR K806, k807, 
K808 AND K809 


AFTER PULSING IS 
COMPLETED, SLOW- 
RELEASE RELAY 1, K805, 
RELEASES 


WHEN K805 RELEASES, K808, 
K809, K807 OR K806 IS 
ENERGIZED FOR CW, AM, 

HV OFF OR FIL OFF RESP 

BY K8OI-C 


OPERATION OF CW RELAY K808 
ENERGIZES CW RELAY K605 


OPERATION OF K605 ENERGIZES 
(AZAIK4 & [AZAIKI IN THE 
AMPL, IA3AIA7K2 IN THE CON- 
VERTER, K902 & K904 IN THE 
TRANSMITTER 


EQUIPMENT OPERATES 
FOR CW- TYPE EMISSION 


OPERATION OF K802 
ENERGIZES K80!l. STEPPING 
SWITCHES OF K80} STEP 
TO POSITION II 


OPERATION OF K8OI 
ENERGIZES SLOW-RELEASE 
RELAY 1, K805, WHICH RE- 


MAINS CLOSED DURING PULS- 
ING 


OPERATION OF K805 
ENERGIZES PLATE- 
HOLD RELAY KS0O3 


WHEN K805 RELEASES, 
SLOW-RELEASE RELAY 2, 
K804, IS DE-ENERGIZED 


OPERATION OF HV OFF RELAY 
K807 OPENS PLATE ON-OFF 
INTERLOCK CIRCUIT 


LV PLATE RELAY K505 
AND HV PLATE RELAY K502 
RELEASE, REMOVING 
PLATE POWER 


STEPPING SWITCHES OF 
K80I ARE STOPPED ON 
POSITION II 


OPERATION OF K805 ENERGIZES 
SLOW- RELEASE RELAY 2,K804, 


WHICH REMAINS 
CLOSED UNTIL K80S5 RELEASES 


OPERATION OF K503 
ENERGIZES FILAMENT-HOLD 
RELAY KS5OI TO TURN ON 
EQUIPMENT FILAMENTS 


K804 RELEASES, 
ENERGIZING HOMING 
RELAY K803 


OPERATION OF FIL OFF 
RELAY «806 DE-ENERGIZES 
FILAMENT ON-OFF RELAY 


K50I 


FILAMENT ON-OFF RELAY 
KSOI RELEASES, DE- 
ENERGIZING PLATE-HOLD 
RELAY K503 


SLOW-~-RELEASE RELAYS 
K8O05 AND K804 RELEASE 


OPERATION OF HOMING RELAY 
K803 ENERGIZES K8Ol 
THROUGH AUTO-STEPPING 
CONTACTS SO THAT K8OI AUTO- 
MATICALLY STEPS TO POS. 26 


K804 AND K805 


OPERATE 


PLATE~HOLD RELAY K503 
RELEASES, REMOVING 
FILAMENT POWER 


AN/FRT-244 
TROUBLE SHOOTING 


OPERATOR DIALS 1,4, 9 
OR O FOR CW, AM, HV OFF 


OR FIL OFF, RESP 


KSOIE OPENS AT POSITION 
26 TO DISABLE THE AUTO- 
STEPPING CIRCUIT, AND K8OI 
IS STOPPED ON POSITION 26. 


Figure 4-42, 
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PULSING RELAY K802 
OPERATES FOR EACH DIAL 
PULSE 


PULSING COMPLETED, SLOW~ 
RELEASE RELAY 1, K805, 
RELEASES DE-ENERGIZING 
SLOW-RELEASE RELAY 2, K804 


Figure 
4-42 


OPERATION OF K802 
ENERGIZES K8Ol. STEPPING 
SWITCHES OF K8Ol STEP 
TO POSITION 12, 15,20 OR 2! 


OPERATION OF K8OI 
ENERGIZES SLOW- RELEASE 
RELAY |, K805, WHICH REMAINS 
CLOSED DURING DIAL PULS- 
ING. 


OPERATION OF K805 
ENERGIZES SLOW-RELEASE 
RELAY 2,K804, WHICH REMAINS 
CLOSED UNTIL K805 
RELEASES 


SLOW-RELEASE RELAY 2, 
K804, RELEASES 
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Dial Control 1A1, Sequence of Operation for Power or Emission 


Selection, Block Diagram 
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SECTION-F SECTIONS-A,B8,C,0 ANDE 


@® SHORT CLIP 
@® LONG CLIP 


O NO CLIP 
ALL SECTIONS VIEWED FROM FRONT 156-007983 


Figure 4-43. Power Control 1A9, Local-Remote Switch S504, Mechanical Diagram 


ORIGIN AL 4-97 


Paragraph 
4-6c(1) 


S504A-1: In the LOCAL posi- 
tion, this section readies SSB-CW-AM switch 
S505 so it can be used to select different types of 
emission. In the REMOTE position, it breaks this 
circuit and introduces an alternate circuit in which 
CW and AM relays K808 and K809 of the dial con- 
trol can select the different types of emission. 


$504A-2: In the LOCAL posi- 
tion, this section permits FILAMENT switch 
S502 to energize the filament circuits. In the 
REMOTE position, it breaks this circuit and in- 
troduces an alternate circuit in which filament 
relay K806 of the dial control assembly can turn 
on the filament circuits. 


S504E-1: In the LOCAL posi- 
tion, this section permits PLATE switch S503 to 
energize the plate circuits after a suitable time 
delay. In the REMOTE position, it breaks this 
circuit and introduces and alternate circuit in 
which plate delay relay K805 of the dial control 
assembly can turn on the low-voltage and high- 
voltage plate circuits after a suitable time delay. 


S504E-2: In the LOCAL posi- 
tion, this section supplies ground to the rotor of 
CHANNEL SELECTOR switch S243 so that the 
autotune system can be cycled to a new frequency 
by changing the setting of this front-panel con- 
trol. Also, in the LOCAL position, this switch 
section disables the functioning of the dial control 
assembly by opening the holding circuit to the 
relays of that unit. In the REMOTE position, it 
ungrounds the rotor so that the dial control 
assembly, when set into operation by a remote 
dial unit, can cyele the autotune system to a 
new frequency. 


S504E-3: This switch section 
performs no function but is wired to receptacle 
J502 to be used aS a Spare. 


$504D-1: In the LOCAL posi- 
tion, this section connects the coil of motor- 
starting relay K240 to the momentary start con- 
tact of S243 so that autotune motor B240 may be 
energized as soon as CHANNEL SELECTOR 
switch $243 is turned. In the REMOTE position, 
it disables this circuit so that only the dial con- 
trol assembly can turn on the autotune system. 


$504D-2: In the LOCAL posi- 
tion, this section disconnects the dial-pulse 
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input from pulsing relay K802 of the dial control 
assembly. In the REMOTE position, this relay is 
reconnected to the dial input, in readiness for 
energization on the basis of ground~pulse 
information. 


$504-3: This switch section 
performs no function but is wired to receptacle 
J502 to be used as a Spare. 


S504D-3, S504C-1, S504C-2, 
S$504C-3: These switch sections do not perform 
any function in either the LOCAL or REMOTE 
positions. 


(2) CHANNEL SELECTION. - Fig- 
ure 4-41 is a block diagram of the sequence of 
action for obtaining a new channel by means of 
dial control 1Al1 and associated circuits; figure 
4-40 is the schematic diagram for the same 
circuits. For convenience, the channel-selection 
function of the dialcontrolis divided into stepping, 
control-circuit-cycling, and homing sequences. 


(a) STEPPING. - When the 
telephone dial on Transmitter Control C-6466/ 
FRT-24A is operated to select a new channel, a 
number of ground pulses corresponding to the 
channel number dialed are produced by the ro- 
tation of the special switching contacts in the dial 
assembly. For example, 10 pulses are produced 
for channel 10. These pulses are fed through 
switch section S504D-2 to the coil of pulsing 
relay K802. Power for this relay and forall other 
relays in the dial control assembly is supplied 
through a bridge-type selenium-rectifier supply 
consisting of T801 and CR801. The positive side 
of this bridge circuit is grounded. A voltage of 
~48 VDC is therefore placed on the coil of K802 
each time this relay receives a ground dial pulse, 
and in the example, the pulsing relay will operate 
its contacts for 10 distinct intervals. Contacts 
(1) of K802, in supplying 10 ground pulses to the 
coil of stepping relay K801, cause the armatures 
of K801A, K801B, K801C, and K801D to move to 
the tenth position. Contacts (2), in opening (one 
pulse is sufficient), break the holding circuit from 
ground through switch section S504E-2 to relays 
K806, K807, K808, and K809, which are the fila- 
ment off, high-voltage off, CW and AM relays, 
respectively. By removing the holding circuits to 
these relays, these contacts stop the action of any 
relay which may have been energized previously: 
clearing this relay circuit is essential for setting 
up a transmitter function on the basis of new dial 
information. All transmitter functions are sus- 
pended except the filament circuits, which 
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remain or become energized. For more details 
on the operation of these relays in the power 
control circuits, refer to paragraph 4-6d(2) of 
this section. 


(b) CONTROL CIRCUIT TURN 
ON. - As soon as K801 is energized (one pulse 
is sufficient), contacts (1), in closing, energize 
SR1 relay K805, which remains closed a fraction 
of a second after each pulse since it is of the 
slow-release type. Contacts (2) of K805, in closing, 
apply 115 VAC to plate-hold relay K503 and fila- 
ment relay K501 through S504A-2, S504E-1, 
contacts (2) of K806, and the plate-hold inter- 
lock circuit. The radio set filament circuits are 
turned on. Contacts (1) of K805 energize autotune 
control relay (SR2), another slow-release type 
relay whose contacts remain open until a short 
time after K805 releases; this insures that the 
autotune motor, which is energized through K801A 
and motor-starting relay K240, does not start 
its rotation until the last ground pulse is fed to 
pulsing relay K802. Contacts (2) of K804 lift 
ground from the armatures of K801A, K801C, and 
K801D so that the autotune system will not cycle 
until the pulsing is completed. Switch section 
K801B is not affected at this time since it can 
energize homing relay K803 only after the auto- 
tune system has undergone a complete cycle 
(ready to return limit switch S254 to its original 
position, as discussed in paragraph 4-6b(11) (b) (3) 
of this section). As soon as K805 releases (as- 
suming that channel 10 has been dialed, all arma- 
tures of the switch sections are now properly 
indexed at position 10), the armatures of K801C 
and K801D are returned to ground. In this position 
K801C does not have any effect, because its 
stationary contacts from positions 1 to 11 are un- 
wired. However, stationary contacts 1 to 10 of 
K801D are wired in parallel with stationary con- 
tacts 1 to 10 of seeking switch S251 and CHAN- 
NEL SELECTOR switch S243. As soon as the 
armature of K801D is grounded, identically posi- 
tioned contacts on S251 and S243 are placed at 
ground; this is equivalent to turning the CHAN- 
NEL SELECTOR switch to channel 10 when S504 
is in the LOCAL position. As soon as relay K804 
releases and grounds the armature of K801A, a 
ground is applied to the coil of motor-starting 
relay K240; this is equivalent to grounding the 
momentary-start contact while turning the rotor 
of the CHANNEL SELECTOR switch with $504 
in the LOCAL position. The contacts of actuated 
relay K240 disable the control circuit to plate 
relays K502 and K505 so that plate voltage cannot 
be applied during autotune cycling, and disable 
the dial input circuits so thatturning the telephone 
dial of any of the remote units hasno effect during 
autotune cycling. 


(c) HOMING. - When the auto- 
tune system cycles, it will set upthe control head 
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Paragraph 
4-6c(2) (b) 


and the six single-turn heads on the new channel, 
as discussed in paragraph 4-6b(11)(b) ofthis sec- 
tion. When the autotune cycle has beencompleted, 
limit switch $254 is returned to its original posi- 
tion. Ordinarily, the autotune system is turned off 
at this point in LOCAL operation; however, in 
REMOTE operation, the system is still energized 
by the grounded contacts of K801A and K801D. 
When contacts (B) of S254 operate, they apply a 
ground through the first 10 stationary contacts 
and the armature of switch section K801Bto closed 
contacts (5) of homing relay K803. Contacts (5) 
open, but ground is maintained to the coil by 
contacts (4) and K801E. Contacts (1) disable puls- 
ing relay K802 so that there can be no new dial- 
pulse input during homing. Contacts (3) supply a 
ground through contacts (1) of K801, which begins 
automatically to step as a result of the make and 
break function of contacts (1) of K801. When the 
relay is energized, contacts (1) open, causing 
the relay to deenergize; contacts (1) then close, 
reenergizing the relay. Contacts (2) of K803 un- 
ground the armature of K801C so that during 
the homing process K806, K807, K808, and K809 
cannot be energized as this armature is returned 
to its home on the 26th position. Contacts (2) 
of K801 supply a ground to slow-release relay 
K805, which in turn energizes K804. The contacts 
of K804, in opening, lift the ground from the ar- 
mature of K801A, which in turn breaks the ground 
to relay K240. The contacts of K240 then de- 
energize the autotune electricalsystem, and apply 
115 VAC to the control circuit to relays K502 and 
K505. High voltage is then applied to the trans- 
mitter circuits after a suitable time period has 
elapsed, allowing the transmitter to operate on the 
new channel setting. In the meantime, the arma- 
tures of K801 continue to step until they reach 
the 26th position, which is their normal position 
before receiving any new dial information from 
a remote station. Note that each armature has a 
wiper contact on either end so that a 26-position 
movement in effect returns the armature to its 
original place. At this time, cam switch K801E 
opens the ground to contacts (3) and (4) of homing 
relay K803 so that this relay and relay K801 are 
deenergized. Since contacts (2) of K801 are nor- 
mally open, after a brief interval, relay K805 
releases, in turn releasing K804. 


(3) POWER OR EMISSION SELEC- 
TION. - At any time after the transmitter has 
been placed into normal operation, the dial con- 
trol assembly is ready to receive pulse infor- 
mation not only for changing channels, as dis- 
cussed previously, but also for selecting different 
types of emission or turning off the plate or 
filament voltages. When a new channel is dialed, 
the dial control relays will cycle and cause the 
transmitter to go into operation on the new fre- 
quency with SSB emission. If CW or compatible 
AM emission is desired, it is necessary to dial 
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Al or A3, after channel selection has been made. 
Figure 4-42 is a block diagram of the sequence 
of actions that occur for power or emission 
selection. 


(a) CONTROL-CIRCUIT  RE- 
LAYS. - A detailed analysis of the power and 
emission control circuits is given in paragraph 
4-6d of this section. A thorough understanding of 
these control circuits will clarify the relationship 
of the dial control function with transmitter 
operation. Three telephone-type relays are used 
in the dial control assembly to effect changes in 
the transmitter control circuits and subsequent 
operation. These relays are as follows: 


K806, FIL OFF: The func- 
tion of this relay is equivalent to that of FILA- 
MENT switch S502, for which it is substituted 
during remote operation. Contacts (2) on this 
relay are connected in series with one side of the 
AC input through contacts of S504A~-2 to the other 
side of filament relay K501. When K806 is en- 
ergized, contacts (2) openandturn the transmitter 
filaments off; the plate voltage circuits are also 
disabled simultaneously. 


K807, HV OFF: The func- 
tion of this relay is equivalent to that of PLATE 
switch S503, for which it is substituted during 
remote operation. Contacts (2) on this relay are 
connected in series with the plate interlock cir- 
cuit so that when K807 is energized, contacts (2) 
open, deenergizing plate relays K502 and K505, 
turning the plate voltage off. 


K808, CW: The function of 
this relay, when energized, is equivalent to that 
of EMISSION SELECTOR switch S505 when the 
switch is set in the CW position during remote 
operation. When the relay is not energized the 
transmitter is set up for SSB operation. Contacts 
(2) on this relay connected in series with one side 
of the AC input through contacts of S504A-1 to 
the CW relay in the amplifier unit. When K808 is 
energized, contacts (2) close and actuate the CW 
relay so that the equipment is set up for CW 
operation. 


K809, AM: The function of 
this relay, when energized, is equivalent to that 
of EMISSION SELECTOR switch S505 when the 
switch is set in the AM position during remote 
operation. When the relay is not energized, the 
transmitter is set up for SSB operation. Contacts 
(2) on this relay are connected in series with one 
side of the AC input through contacts of S504A-1 
to the AM relay in the amplifier unit. When K809 
is energized, contacts (2) close and actuate the 
AM relay so that the equipment is set up for 
AM operation, 


(b) DIAL-CONTROL OPERA- 
TION. - The dial-control operation for power or 
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emission selection is essentially the same as for 
channel selection except that thenumber of pulses 
required is greater. CW selection requires 12 
pulses, AM selection requires 14 pulses, high- 
voltage off selection requires 20 pulses, and fila- 
ment off selection requires 21 pulses to drive the 
armature of K801 to an equivalent position for 
accomplishing the required action. Dialing the 
letter A (11 pulses), steps K801 to position 11. 
Since contacts (11) on the stepping switches are 
blank, the armatures stop and do not function 
to operate the autotune system. Now, dialing the 
number 1, 3, 9, or O (1, 3, 9, or 10 pulses) steps 
K801 so that the ungrounded armature of K801C 
stops at the CW, AM, high-voltage off, or fila- 
ment off position, in preparation for energizing 
K809, K808, K807, or K806. When the pulsing 
stops, SR1 relay K805 is deenergized and re- 
leases SR2 relay K804. Contacts (1) of K805 ap- 
ply a ground to the arm of K801C to energize 
the selected relay. The contacts of K804 apply 
a ground to homing relay K803 through the closed 
circuit of K801A and K801B. K801 steps to posi- 
tion 26 and stops. Each relay, K806, K807, K808, 
and K809, is interlocked by self-holding contacts 
(1) so that once a relay has beenenergized by the 
stepping action of K801C, it will remain energized 
through the ground holding circuit consisting of 
its own contacts and closed contacts (2) of pulsing 
relay K802. The holding circuit to the relay will 
release only when K802 is again energized by the 
dial-pulse input. In the event the transmitter has 
been set up for CW operation by dialing Al, it 
can be returned to AM or SSB operationby dialing 
the correct sequence. Dialing the number A op- 
erates pulsing relay K802 so that contacts (1) on 
this relay break the holding circuit to the coil 
of K808. Contacts (2) of K808 then set up the 
transmitter for AM or SSB operation. The arma- 
tures of K801 are stopped on position 11; dialing 
the number 3 steps the armatures to position 14, 
a position which permits K803 to home K801 to 
position 26. 


d. POWER CONTROL 1A9, FUNCTION- 
AL SECTION DESCRIPTION. - The power con- 
trol (see figure 5-210), supplies primary power 
for application to the plate, filament, control, and 
blower circuits of Radio Set AN/FRT-24A. On the 
front panel are mounted 5 controls, 2 panel lights, 
16 fuses, and 16 blown-fuse indicator lights. PRI- 
MARY CIRCUIT BREAKER CB501 is the main 
power (230 VAC) input switch, and FILAMENT 
control $502 and PLATE control S503 are used to 
turn power on or off in the filament and plate 
circuits. When these spring-loaded momentary- 
contact switches are pulled toward the operator, 
the control circuit sequence will begin. FILA- 
MENT lamp 1501 will light immediately, and 
after a 4- to 5-minute delay, PLATE lamp 1502 
will go on, indicating that plate voltage is being 
applied. 
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Note 


The following discussion is concerned 
only with application of power. The com- 
plete function of LOCAL-REMOTE 
switch $504 is discussed in greater de- 
tail in conjunction with the dial control 
(paragraph 4-6c of this section). The 
complete function of EMISSION-SE LEC- 
TOR (SSB, CW, AM) switch S505 is 
discussed where applicable in the para- 
graphs dealing with the dial control 
assembly. 


Circuit breaker CB501 is a magnetic 
type switch providing overload protection for the 
primary input circuits; when this switch is opened 
as a result of an overload, it can be reset (after 
a 5-second delay) by manual operation of the 
toggle. The three control-circuit branches, the 
independent bias, filament, and plate power cir- 
cuits as well as the blower, autotune, and DC 
relay supply circuits are individually protected by 
cartridge fuses (mainly of the slow-blow type). 
Table 3-17 gives the fuse symbol, the circuit 
it protects, and the rating of the fuse. As an aid 
in trouble shooting, whenever a fuse opens be- 
cause of an overload in a particular circuit, a 
neon -type lamp connected across the fuse will 
light, indicating a blown fuse. Whenever the lamps 
are used in circuits having voltages higher than 
their maximum rated voltage, a voltage-dropping 
resistor is used in series with the lamp to limit 
current (when a fuse opens) through the lampto a 
safe value. 


Beneath the front panel is an access 
door which covers five relays, four connectors 
time-delay tube V501, and adjustment control 
R523. On the bottom of the component are mounted 
two autotransformers, T501 and T502, for supply 
stepped-down AC voltages; these autotransfor- 
mers are energized by the FILAMENT control. 
Figure 5-210 is a schematic diagram of the power 
control assembly. Figure 4-45 clarifies the re- 
lationship between the power control assembly and 
its associated circuits. Figure 4-44 is a block 
diagram showing the sequence of actions of the 
power control assembly for local operation. 


(1) LOCAL OPERATION. - When 
PRIMARY CIRCUIT BREAKER CB501 is turned 
ON, 230-volt, single-phase, 50/60-CPS power is 
applied directly to the primary of DC relay sup- 
ply transformer T801 in dial control 1A1, and to 
service supply autotransformer T701, which sup- 
plies 230 VAC to synthesizer power supply 1A4 
and exciter power supply 1A7. 


(a) FILAMENT-POWER- AP- 
PLICATION. - Pulling the FILAMENT knob for- 
ward causes contacts (3 and 4) of S502 to mo- 
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mentarily complete the 230-volt circuit to filament 
relay K501 through its normally closed contacts 
(1) and (2) and switch section S504A-2. The con- 
trols of this relay perform the following functions: 


Closed contacts (3 and 4 re- 
turn the coil to closed contacts (1 and 2) of S502 
so that when momentary switch S502 returns to 
its normal position, relay K501 will remain en- 
ergized through this holding circuit. 


Closed contacts (5 and 6) and 
(7 and 8) apply 230 VAC to terminals 1 and 7 of 
autotransformers T501 and T502, to blower B641, 
and to the primary windings of T102, T301, and 
T402 which are the power-amplifier, low-voltage- 
rectifier, andhigh-voltage-rectifier respectively. 
Upon application of voltage of these components, 
PRIMARY VOLTAGE meter M671, an AC type 
voltmeter, will indicate the amplitude of the pri- 
mary voltage, and FILAMENT HOURS meter 
M6638, a synchronous self-starting electric clock, 
will begin to operate the direct-reading type dial. 
Autotune transformer T502 (between terminals 1 
and 6) applies 220 VAC to the primary winding of 
T101, the exciter filament transformer, and 115 
VAC (between terminals 1 and 2) to the primary 
winding of T103, the RF bias transformer. Auto- 
transformer T501 applies 115 VAC (between 
terminals 1 and 2) to energize FILAMENT indi- 
cator lamp 1501. These terminals also supply 
115 VAC for operation of autotune motor B240. 


(bo) TIME-DELAY CIRCUIT. - 
Terminals 6 and 7 of T501 supply 10 VAC to the 
cathode-heater circuit of time-delay tube V501. 
The plate circuit is returned to one side of the 
primary voltage, andthe cathode circuit is return- 
ed to the other side through load resistors R522, 
R523, and R519 and contacts 7 and 8 of K501. Rec- 
tification of the AC voltage to be developed at the 
cathodes, and capacitor C501 is charged through 
resistor R520. The rising positive potential at 
C501 is fed through R521 to the control grids of 
V501, causing the plate current of this tube to in- 
crease. After approximately 4 to 5 minutes, the 
plate current becomes great enough to cause time- 
delay relay K504 to operate. Bringing up the tube 
to its required plate emission is delayed not only 
by the long-time-constant circuit consisting of 
C501 and R520, but also by the slow heating of 
the tube cathodes due to the fact that the heaters 
are operated at approximately 3 volts below their 
normal rating. Cathode bypass capacitor C502 
filters the cathode voltage to prevent K504 from 
chattering with plate-current pulsations. The plate 
current will stabilize when the grid potential 
reaches the same potential as the cathode (zero 
bias). During the time that C501 is charging, the 
grid bias as measured with respect to the cathode 
becomes increasingly less negative. Potentiome- 
ter R523 is used in adjusting the time-delay cir- 
cuit so that K504 will actuate after a 30-second 
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delay. Changing this adjustment establishes a 
different current requirement for V501 at which 
sufficient voltage will be built up to energize the 
relay. If the primary input voltage should be 
momentarily removed, capacitors C501 and C502 
will discharge through the coil of K504, and keep 
the contacts closed. However, when the contacts 
release, the relay will be reenergized quickly if, 
during the interval of voltage removal, the cath- 
odes of V501 have not completely cooled. 


(c) PLATE-POWER APPLICA- 
TION. - Plate hold relay K503 may be ener- 
gized by switch S503, either before or after the 
time-delay circuit has operated. Pulling the 
PLATE knob forward causes contacts (3) and (4) of 
$503 to momentarily complete the 230-volt circuit 
through the closed contacts of 8502, S504A-2, and 
the plate-hold interlock circuit consisting ofnor- 
mally closed contacts of P.A. overload relay K102 
and door interlock S651 (when the cubicle doors 
are shut). S621 HV shorting switch although not 
electrically connected to interlock circuit, acts in 
conjunction with door interlock as a safety meas- 
ure. The contacts of plate-hold relay K503 perform 
the following functions: 


Contacts (3) and (4) return 
the coil to closed contacts (1) and (2) of S502 
and S503, so that when momentary switch $503 
returns to its normal position, relay K503 will 
remain energized through this holding circuit. 


Closed contacts (5) and (6) 
energize filament relay K501 in the event FILA- 
MENT switch $502 has not been operated pre- 
viously; these contacts are provided so that K501 
and K503 may be energized simultaneously in the 
event the PLATE control alone is actuated to the 
ON position. On the other hand, pressing this con- 
trol breaks only the plate hold circuit to K503, 
whereas, if the FILAMENT control is pressed 
while K503 is energized not only is the filament 
circuit to K501 brokenbutalsothe plate hold cir- 
cuit to K503. Since plate hold relay K503 re- 
ceives its energizing voltage through the nor- 
mally closed contacts of $502, operating the FILA- 
MENT control to off, disables power applied to 
most of the transmitter except for the synthesizer 
and exciter which remain energized. 


Closed contacts (7) and (8) 
ready the plate interlock circuit to complete the 
115-volt, AC circuit to the low-voltage and high- 
voltage plate relays (K505 and K502). The plate 
interlock circuit consists of the following relays 
whose pertaining contacts must be closed before 
K505 and K502 can operate: Time-delay relay 
K504 which actuates after 4 minutes, high-voltage 
off relay K807 (normally-closed), in the die. 
control assembly, motor-starting relay K240 (con- 
tacts normally closed after the autotune system 
has cycled), air interlock S641 (contacts normally 
closed if blower B641 is operating normally). 
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When the plate interlock circuit is completed, 
low-voltage plate relay K505 and PLATE indicator 
lamp 1502 are energized. The closed contacts of 
K505 apply 230 VAC to the primary winding of 
T302, the low-voltage rectifier plate transfor- 
mer. If the LV-TUNE-OPERATE switch (S242) 
is in the TUNE-OPERATE positions, high-voltage 
plate relay K502 is energized. The closed contacts 
of K502 apply 230 VAC to the primary winding of 
high-voltage rectifier plate transformer T401 and 
PLATE HOURS meter M672 (identical in operation 
to M671). 


(2) REMOTE OPERATION. - When 
PRIMARY CIRCUIT BREAKER CB501 is turned 
on and LOCAL-REMOTE switch S504 is at the 
REMOTE position, the radio set is readied for 
power application by operation from a remote 
station. AS previously discussed in paragraph 
4-6c of this section, dial control 1Al permits 
operation of power control 1A9 by means of a 
telephone dial. Switch sections S504A-2 and 
S504E-1 provide an alternate circuit for the 
energization of filament relay K501 and plate hold 
relay K503 by dial control relays K806 and K807 
respectively. In remote operation, relays K806 
and K807 perform the same functions as the FILA- 
MENT and PLATE controls do in local operation. 
Switches $502 and S503, which are operated by 
the FILAMENT and PLATE controls respectively, 
are taken out of the circuit by the action of the 
LOCAL-REMOTE switch; all other circuits ex- 
cept the emission-selection circuit are the same 
as during local operation of the power control 
assembly. Switch section S504A-1, in the RE- 
MOTE position, replaces SSB-CW-AM switch 
$505 with an alternate circuit using CW relay 
K808 and AM relay K809 of dial control 1A1. 


e. LV SUPPLY 1A11, FUNCTIONAL 
DESCRIPTION. 


(1) OVERALL FUNCTIONAL DE- 
SCRIPTION. - The LV supply (see figure 4-46) 
uses two rectifiers, type JAN 3B28 (V301 and 
V302), connected as a full-wave rectifier plate 
transformer T302. The filaments of V301 and 
V302 receive power from rectifier filament trans- 
former T3801. The JAN 3B28 is a xenon-filled 
tube which operates satisfactorily over a wide 
ambient-temperature range. The rectified voltage 
is fed to a single-section choke-input filter con- 
sisting of choke L301 and capacitor C301. This 
type of filter gives better voltage regulation and 
protects the rectifiers by preventing current 
surges, such as those that occur when power is 
first applied. The 620-VDC output is taken from 
a voltage divider and bleeder consisting of R301 
through R309 (a series-parallel combination 
equivalent to a 100,000-ohm, 18-watt resistor) 
and R310. The 620-volt output supplies all the plate 
and screen circuits in the RF assembly except the 
plate and screen grid of power amplifier V115. 
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Figure 4-46. LV Supply 1A11, Simplified Schematic Diagram 


(2) OVERALL TEST DATA. - In- 
formation which will aid in determining the per- 
formance of the LV supply is listed below. Refer 
to figure 4-84 for the circuit location of test 
points and figure 5-138 for the physical location 
of test points. The test equipment required is a 
VOM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


WARNING 


Dangerously high voltage exists. Use ex- 
treme care when measuring. 


(a) Output crnao1-orY 620 
VDC. 


(b) Output crpso1-oy : 83 
be o 


(c) Input (TB301, across ter- 
minals 2 and 3): 230 VAC. 


(ad) Input (TB3801, across ter- 
minals 1 and 2): 115 VAC. 


(e) Refer to figure 5-212 for 
voltage and resistance measurements. 


(f{) Refer toMaintenance Stand- 
ard Book for Radio Transmitting Set AN/FRT-24A. 


f. HV SUPPLY 1A10, FUNCTIONAL 
DESCRIPTION. 


(1) OVERALL FUNCTIONAL DE- 
SCRIPTION. The HV supply (see figure 4-47) con- 
sists of a rectifier assembly, a filter assembly. 


4-106 


and rectifier plate transformer T401. The power 
supply uses two rectifiers, type JAN 4B32 (V401 
and V402), connected as a full-wave rectifier to 
T401. The filaments receive power from rectifier 
filament transformer T402. The JAN 4B32 isa 
xenon-filled tube which operates satisfactorily 
over a wide ambient-temperature range. The 
rectified voltage is fed to adouble-section choke- 
input filter consisting of chokes L401 and L402 
and capacitors C402 and C403. This type of filter 
gives better voltage regulation and protects the 
rectifiers by preventing current surges, such as 
those that occur when power is first applied. For 
better regulation, a series-resonant filter con- 
sisting of L401 and C401 maintains a high input 
to the rectifiers so that the power-supply (3000- 
VDC output voltage does not rise excessively when 
the load is removed. Capacitor C404 is connected 
across C401 to lower the resonant frequency of 
the filter for 50-CPS operation. The output voltage 
is applied to the plate and screen circuits of 
power amplifier V115 of RF assembly 1A8. 


(2) OVERALL TEST DATA. - Infor- 
mation which will aid in determining the perfor- 
mance of the HV supply is listed below. Refer to 
figure 4-84 for the circuit location of test points 
and figures 5-135 through 5-137 and 5-140 for 
the physical location of test points. The test 
equipment required is a VOM (refer to Section 1 
for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 
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Figure 4-47. HV Supply 1A10, Simplified Schematic Diagram 


WARNING 


Dangerously high voltage exists in the 
equipment. Use extreme care when per- 
forming measurements. 


(a) utput (observe PLATE 
VOLTAGE meter) : 3 KV. 


(b) Output (observe MULTI- 


meter (oy 630V 


(c) Input (TB401, across ter- 
minals 1 and 2): 230 VAC. 


(d) Input (T401, across termi- 
nals 1 and 4): 230 VAC. 


(e) Refer to figure 5-211 for 
voltage and resistance measurements. 


(f{) Refer toMaintenance Stand- 
ards Book for Radio Transmitting Set AN/FRT- 
24A, 


g. SERVICE SUPPLY 1A12, FUNCTION- 
AL DESCRIPTION. 


(1) OVERALL FUNCTIONAL DE- 
SCRIPTION. - The service supply (see figure 
5-213) receives 208-VAC primary AC power 
from power control 1A9 and distributors it to 
synthesizer power supply 1A4 and exciter power 
supply 1A7. The 208-VAC input is applied to 
terminal 5 of autotransformer T701. Terminals 
1 and 7 of the autotransformer supply 230 VAC 
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to exciter power supply 1A7 and synthesizer 
power Supply 1A4. Terminals 1 and 2 ofthe auto- 
transformer are connected to jack J703 whichcan 
be used as a Spare 115-VAC power source. 


(2) OVERALL TEST DATA. - Infor- 
mation which will be helpful in determining the 
overall performance of the service supply is 
listed below. Refer to figure 4-84 for circuit lo- 
cation and figure 5-139 for physical location of 
test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 

this functional section at the end of Sec- 

tion 4 for additional test data. 
WARNING 


High voltages exist in this equipment. 
Use extreme caution when performing 
measurments. 


(a) Output (J701 B & C) CY : 
(b) Output (J704 B & ogy: 


(c) Output (J702 A & B):115 VAC. 
(4) Input (T701-5): 208 VAC. 


(e) Refer to Maintenance Stand- 
ards Book for Radio Transmitting Set AN/FRT- 
24a. 


230 VAC. 


230 VAC. 
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4-7, TRANSMISSION LINE COUPLER CU-390/ 
FRT-24, UNIT 7, FUNCTIONAL DESCRIP- 
TION. 


a. OVERALL FUNCTIONAL DESCRIP- 
TION (see figure 4-48). - The transmission line 
coupler matches the unbalanced, 52-ohm coaxial 
cable attached to the output of Radio Transmitter 
T-973/FRT-24A to a two-wire, 300-600-ohm ba- 
lanced transmission line. For convenience, shield- 
ing, appearance, and safety to personnel, coaxial 
cable is used to transmit RF power within the 
transmitter shelter, whereas for outdoor trans- 
mission 600-ohm, two-wire lines are required to 
match the high-impedance inputs of broad-band 
type antenna systems. The coupler first trans- 
forms the unbalanced 52-ohm output toa balanced 
52-ohm output, and then steps up the impedance 
to approximately 600 ohms by means of artificial 
transmission lines and other circuitrefinements, 


b. OVERALL FUNCTIONAL SECTION, 
TEST DATA. - Information which will aid in 
determining the overall performance ofthe trans- 
mission line coupler is listed below. Refer to 
figure 5-223 for the circuit location and figure 
5-161 for the physical location of test points. 


52.2 UNBALANCED 
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Using a 2-30 MC signal generator and 
an SWR meter, with a 600 ohm, 1-watt non- 
inductive load, the SWR of the transmission line 
coupler at various frequencies between 2 and 30 
MC should be no greater than 2:1. Refer to Main- 
tenance Standards Book for Radio Transmitting 
Set AN/FRT-24A. 


c. CIRCUIT DESCRIPTION (see figure 
4-48). - The transmission line coupler is a de- 
vice that provides both balancing and impedance 
transformation, It matches the unbalanced 52 - 
ohm output from the pi-L coupler of the trans- 
mitter to a balanced 600-ohm, two-wire line 
feeding the antenna system, Figure 4-49, A 
through C, illustrates the basic theory from which 
this coupler was derived. 


Figure 4-49A shows an ideal long 
transmission line whose input impedance (25 is 


equal to the terminating or output impedance ( Z) 


and also shows an ideal matching transformer with 
a balanced input and a balanced output andan im- 
pedance-matching ratio of 1:1. If long equally 
terminated transmission lines are connected in 


L200! OUTSIDE L2ol2 


600 MN BALANCED 
2 WIRE LINE —=> 
(ANTENNA SYSTEM) 


L 2008 
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Figure 4-48. Transmission Line Coupler 7, Simplified Schematic Diagram 
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Figure 4-49. Transmission Line Coupler 7, Derivation Diagrams 
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parallel at one end and in series atthe other end, 
the output impedance (2). as shown in figure 4-49 


B, the result is the same as putting lumped resis- 
tances in series at the Zo end and in parallel at 


the Zin end, The impedance transformation atthe 


ingut end (locking from the coupler to the trans- 
mitter) is step down. and at the output (locking 
from the coupler to the actual antenna transmis- 
sion line) step up; in either case, it varies as the 
square of the number of transmission lines used 
regardless of whether the circuit constants are 
lumped or distributed. Since three separate trans- 
mission lines are used, the output impedance (2) 


will appear as nine times Zo or 450 ohms for 


balanced impedance transformation. 


Figure 4-49C shows the equivalent cir- 
cuit for the conditions represented in figure 4-49B 
except that an unbalanced input is fed through the 
coupler to a balanced output; the circuit also 
uses artificial transmission lines having lumped 
constants instead of long terminated lines. If a 
600-ohm load is connected across the 450-ohm 
output of this device. a standing-wave ratio (SWR) 
of 1.33:1 = (600:1) will exist, assuming a balanced 

450 

input and output condition. In practice this is very 
difficult to achieve with antennas and transmission 
lines particularily when they have to work over a 
wide frequency range such as 2 to 30 MC. Any 
unbalance in the transmission line would cause a 
high standing-wave ratio with subsequent dis- 
tortion of the radiation pattern. 


Lumped transmission lines L2001 and 
L2002, L2003 and L2004, and L2005 and L2006 are 
arranged so that their windings offer opposition to 
the flow of unbalanced currents (always in the same 
direction) and no opposition to the flow of balanced 
currents (always in opposite directions). Balance 
is obtained by the use of a coil balun, L2011, to 
couple the matching unit to the unbalanced 52-ohm 
transmitter output jack (P2001). This balun con- 
sists of a coaxial line wound as aninductance and 
connected as shown in the schematic in figure 4-48. 
As connected, the center conductor of the grounded 
half of this coilis not used and the circuit operates 
as if it were comprised of two tank circuits bal- 
anced to ground. The unbalanced 52-ohm output, 
taken from Radio Transmitter T-973,/FRT-24A 
through an RG-17A/U coaxial cable and connector 
J107, is introduced to a 52-ohm balanced circuit, 
1.2011, which converts this output to a balanced 
52-Ohm input. This input impedance is then 
stepped up in impedance by a device similar to 
the type discussed above. L2011 is made up of two 
sections of coiled RF coaxial cable, which to- 
gether with their distributed capacitances, act 
as two parallel resonant circuits equivalent to a 
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center-tapped input over the entire operating 
range to maintain line balance. L2011 covers a 
4:1 range infrequency; the use of capacitors C2001 
through C2064 (64 capacitors in all) and coils 
L2009 and L2010 extend the low-frequency range 
and the overall coverage to 15:1. An improve- 
ment in the standing-wave ratio is obtained by 
the use cf tuned circuit C2065 and L2007, in series 
with the sections of an artificial transmission line 
consisting of spiral windings L2002 and L2003; 
and by the use of tuned circuit L2606 and L2008 
in series with the other sections of artificial 
transmission line consisting of spiral winings 
L2004 and L2005. Two loading coils (L2012 and 
L2013) are used to extend the frequency range of 
the coupler to 31.25 MC at the high-frequency end 
of the range, to prevent an otherwise rapidly 
rising SWR at 30 MC. These series loading coils, 
together with the feed-through "bowl" capacitance 
of 3.6 microfarads to ground (existing at E2003 
and E2604, and E2005 and E2606, respectively), 
also form a small L-type netwcrk that matches 
the 450-ohm theoretical output impedance of the 
coupler to a 600-ohm load. A horn gap, E2013 and 
E2014, connected to one side of the balanced line, 
and E2015 and E2016 connected to the other, pro- 
tect the equipment from damage due to extremely 
high voltage surges such as occur during lightning 
storms. 


d. TEST DATA, - Information which will 
aid in determining the performance of the trans- 
mission line coupler is listed below. Refer to 
figure 5-223 for the circuit location of test points 
and to figure 5-161 for the physical location of 
test points. 


Using a 2-306 MC signal generator and 
an SWR meter, with a 600-ohm, 1-watt non- 
inductive load, the SWR of the transmission line 
coupler at various frequencies between 2 and 30 
MC should be no greater than 2:1. 


4-8. TRANSMITTER CONTROL C-6466/FRT- 
24A, UNITS 2 AND 3, FUNCTIONAL DES- 
CRIPTION. 


a. OVERALL FUNCTIONAL DESCRIP- 
TION (see figure 4-85). - An audio signal can be 
applied by either an external amplifier or micro- 
phone to input transformer T901. The input signal 
is amplified by transformer-coupled stages V901 
and V903, the input audio and output audio ampli- 
fiers, respectively, both of which are operated 
Class A push-pull. The advantages of using trans- 
formers T901, T902, and T903 are ease in match- 
ing balanced input and output lines, in driving the 
push-pull amplifiers, and in obtaining a pass 
band (160 to 5000 CPS) for voice frequencies with 
optimum gain. An audio-level meter (M902) can 
be switched tc measure the audio levelatthe out- 
put cof V901 or the audio level at the output of 


ORIGINAL 


AN/FRT-24A 
TROUBLE SHOOTING 


transformer T903. The amplified signal taken 
from T9083 is applied to Audio Frequency Ampli- 
fier AM-4246/FRT-24A through a switch circuit 
in Frequency Shift Keyer KY-557/URT. 


A bridge-type compressor circuit re- 
duces the gain of the amplifier whenever the 
audio level exceeds a preset value. This circuit 
includes compressor rectifier V904, compressor 
tube V902, interstage transformer T902, and an 
audio bridge. Whenever the audio signal from 
V903 exceeds the preset value of cut-off bias ap- 
plied to V904, V904 conducts, and the resulting 
rectified voltage is applied to the input of V902. 
Tube V902 then conducts and brings the audio 
bridge more nearly into balance, so that the 
audio signal voltage appearing across the primary 
winding of T902 is reduced, thereby lowering the 
overall gain of the amplifier as long as a signal 
exceeding the preset value is maintained. 


Telephone dial S903 of the transmitter 
control applies ground pulses to dial control 1A1, 
which in turn selects the required transmitter 
function. The number of pulses transmitted cor- 
responds to the number dialed. By dialing certain 
positions, an established group of pulses. will 
actuate the dial control to set the transmitter 
to a different frequency channel or type of emis~ 
sion, or to turn off its plate or filament circuits. 
The new frequency channel to which the trans- 
mitter has been set is indicated on CHANNEL 
meter M901, since a voltage proportional to the 
channel selected is fed to this meter from the 
autotone system through 1A8S240 channel in- 
dicating switch. 


Power for all the circuits of the trans- 
mitter control is supplied by rectifier V906. Power 
for the operation of a microphone, push-to-talk 
relay K905 and for keying is obtained from taps 
on bleeder resistors connected across the output 
of Vv906. During phone operation, pressing the 
push-to-talk switch on the microphone energizes 
K905, which in turn applies a 20/60 MA loop 
current through its contacts to energize a relay 
in amplifier 1A2 which removes the grid blocking 
voltage from the transmitter and makes it op- 
erational. During CW operation, a telegraph key 
is shunted across the normally open contacts of 
K905, so that depressing the key applies the same 
20/60 MA loop current to amplifier 1A2, which 
then turns on the RF carrier for on-off type 
keying. 


b. OVERALL FUNCTIONAL TEST DATA. 
Information which will aid in determining the 
overall performance of the transmitter control 
unit is listed below. Refer to figure 4-85 for the 
circuit location of test points and to figures 5-147 
through 5-149 for the physical location of test 
points. 
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Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(1) Set up transmitter control unit as 
follows: 


(a) Set ON-OFF switch to ON; 
the "power" lamp lights. 


(b) Set INPUT-OUTPUT switch to 
OUTPUT. 


(c) Insert microphone in MICRO- 
PHONE jack. 


(2) Talk into microphone and observe 
the OUTPUT LEVEL meter; the meter will in- 
dicate. 


(3) Set INPUT-OUTPUT switch to IN- 
PUT. 


(4) Talk into microphone and observe 
the OUTPUT LEVEL meter; the meter will 
indicate. 


(5) Dial ''5 on the EMISSION AND 
CHANNEL SELECTOR dial; CHANNEL meter 
indicates "5" and A7, SSB lamp lights. 


(6) Dial 'A3" on the EMISSION AND 
CHANNEL SELECTOR dial; the A3, AM lamp 
lights, 


(7) Dial ''Al' on the EMISSION AND 
CHANNEL SELECTOR dial; the Al, CARRIER, 
CW lamp lights. 


(8) Refer to Maintenance Standards 
Book for Radio Transmitting Set AN/FRT-24A. 


c. INPUT AUDIO AMPLIFIER, CIRCUIT 
DESCRIPTION (see figure 4-50). - Input audio 
amplifier V901 is a class A push-pull voltage 
amplifier using cathode bias. Two inputs are 
provided for this stage; a jack for acarbon micro- 
phone and terminals for a 600-ohm balanced 
input. The MICROPHONE jack (J904) is supplied 
with power from taps onthe power-supply bleeder 
system (R933 through R937), and is coupled 
through capacitor C901 to a portion of the pri- 
mary winding of input transformer T901. The com- 
plete primary winding of the transformer, re- 
presenting a balanced 600-ohm input, is connected 
to terminals 11 and 12 of terminal board TB901, 
which is located on the rear of the chassis. A 
dual AUDIO GAIN control (R901A and R901B) is 
incorporated into the grid circuit of the input 
audio amplifier so that the input leveltothe amp- 
lifier may be adjusted. The plate circuits of 
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V901 are connected in a balanced push-pull 
arrangement, by plate load resistors R903 and 
R904, and are connected directly to an audio 
bridge circuit contained in compressor stage 
v902. 


d. INPUT AUDIO AMPLIFIER, TEST 
DATA. - Information which will aid in determin- 
ing the performance of the input audio amplifier 
circuit is as follows. Refer to figure 4-85 for 
the circuit location of test points and figures 
5-148 and 5-149 for the physical location of test 
points. Perform voltage and resistance measure- 
ments as indicated on figure 5-214. 


e. OUTPUT AUDIO AMPLIFIER, CIR- 
CUIT DESCRIPTION (see figure 4-51). - Output 
audio amplifier V903 is a class - A push-pull 
voltage amplifier using cathode bias. The input 
signal for this stage is coupled from the output of 
the compressor stage by transformer T902, The 
primary winding of output transformer T903 
comprises the plate load for the output audio 
amplifier. A balanced 600-ohm output to the amp- 
lifier 1A2 is furnished by the secondary winding 
of T903, which is connected to terminals 4 and 5 
of terminal board TB901, located on the rear of 
the chassis, 


f. OUTPUT AUDIO AMPLIFIER, TEST 
DATA. - Information which will aid in determin- 
ing the performance of the output audio amplifier 
circuit is as follows. Refer to figure 4-85 for 
the circuit location of test points and to figures 
5-147 through 5-149 for the physical location of 
test points. Measure the resistances and voltages 
indicated on figure 5-214. 


g. COMPRESSOR RECTIFIER, CIRCUIT 
DESCRIPTION (see figure 4-52). - Compressor 
rectifier stage V904 is connected as a full-wave, 
biased rectifier, The value of positive bias applied 
to the cathodes of V904 is determined by the setting 
of COMPRESSOR SET asjustment R927. Since the 
plates and grids of this rectifier are fed a signal 
from the plates of the output audio amplifier, 
the rectifier will conduct whenever the audio out- 
put signal exceeds the bias level and the positive 
bias across resistor R922 will increase. The 
additional positive bias thus developed is used to 
control the action in compressor stage V902. 


h. COMPRESSOR’ RECTIFIER, TEST 
DATA. - Refer to figure 4-85 for the circuit 
location of test points and to figures 5-148 and 
5-149 for the physical location of test points. 
Measure the resistances and voltages indicated on 
figure 5-214. 


i. COMPRESSOR AND AUDIO BRIDGE, 
CIRCUIT DESCRIPTION (see figure 4-53). - The 
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compressor Stage controls the action in two sep- 
arate audio bridge circuits. Since the two bridge 
circuits are identical, only one will be described. 
Input audio amplifier V901 acts as the voltage 
source for the bridge, while compressor V902 
comprises one arm of the bridge. The additional 
positive bias developed by compressor rectifier 
V904 is applied between grid and cathode of V902. 
Below the threshold of compression (before the 
compressor rectifier conducts), the plate-to- 
cathode resistance of V902 is greater than 27,000 
ohms; therefore, the bridge circuit (R905, R906, 
R907, and V902) is unbalanced, and a large per- 
centage of the audio-signal output voltage of V901 
appears across one-half of the primary winding 
of transformer T902. However, when the audio 
level exceeds the threshold of compression, the 
compressor rectifier conducts and applies a 
greater positive bias to the grid of V902, which 
in turn conducts by a greater amount. As the 
conduction of V902increases, its plate-to-cathode 
resistance decreases by a proportional amount 
(approaches 27,000 ohms), and the bridge is 
brought more nearly into balance. As the bridge 
is brought into balance, the audio-signal voltage 
across the primary winding of T902 is reduced. 
This proportionally reduces the output of amp- 
lifier (V903) to maintain a nearly constant output 
level. 


j. COMPRESSOR AND AUDIO BRIDGE, 
TEST DATA. - Refer to figure 4-85 for the cir- 
cuit location of test points and figures 5-148 and 
5-149 for the physical location of test points. Per- 
form voltage and resistance measurements indi- 
cated on figure 5-214, 


k. AUDIO METERING CIRCUIT, CIRCUIT 
DESCRIPTION (see figure 4-54). - The AUDIO 
LEVEL meter (M902) is a rectifier-type VU 
meter, The meter may be connected into either 
the input or output circuit of the amplifier by 
placing INPUT-OUTPUT switch S902 in the ap-~ 
propriate position. With the switch in the OUT- 
PUT position, the meter is connected into the 
secondary-winding circuit of transformer T903. 
With the switch in the INPUT position, the meter 
is connected into the cathode circuit of push-pull 
cathode follower V905, which is direct-coupled 
to the plates of input audio amplifier V901. 


1, AUDIO METERMING CIRCUIT, TEST 
DATA. - Information which will aid in determin- 
ing the performance of the audio metering circuit 
is listed below. Refer to figure 4-85 for the cir- 
cuit location of test points and figures 5-i48 
and 5-149 for the physical location of test points. 


(1) Set OFF-ON switch to OFF, 


(2) Set INPUT-OUTPUT switch to 
OUTPUT. 
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Figure 4-50. Transmitter Control 2 and 3, Input Audio Amplifier, Simplified Schematic Diagram 


c902 
TO COMPRESSOR 


€-© RECTIFIER V904 tabs tabi 


AUDIO 

BRIDGE T902 
INPUT FROM COMPRESSOR 
1/2V902 
AUDIO INPUT 
FROM INPUT 
AUDIO AMPL 
1/2V90l 


OUTPUT AUDIO 
AMPL V903 


600 OHM 
AUDIO 


INPUT FROM OUTPUT 


COMPRESSOR 
v902 


AUDIO INPUT 
FROM INPUT 
AUDIO AMPL 
1/2V90l 


INPUT FROM 
COMPRESSOR 
1/2V902 


t+» TO 
COMPRESSOR 


C903 RECTIFIER gy 
v304 


245VDC 
COMPRESSION SET 


CIRCUIT 


REF DESIG PREFIX 2 AND 3 
1S6-007992 


Figure 4-51. Transmitter Control 2 and 3, Output Audio Amplifier, Simplified Schematic Diagram 
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(3) Measure the resistances indicated 
on figure 5-214. 


(4) Set OFF-ON switch to ON. 


(5) Observe AUDIO LEVEL meter; 
meter will indicate. 


(6) Set INPUT-OUTPUT switch to 
INPUT and observe AUDIO LEVEL meter; meter 
will indicate. 


m. POWER SUPPLY, CIRCUIT DESCRIP- 
TION (see figure 4-55). - The power supply utilizes 
a full-wave rectifier circuit with a choke-input 
filter (V906 and associated circuitry), to furnish 
power for the various circuits contained in the 
transmitter control. A bleeder network composed 
of resistors R929 through R932 and R933 through 
R937, is connected across the output of the power 
supply to provide the proper operating voltages. 
An indicator light (1901), located on the top of the 
inner chassis, is connected in parallel with the 
primary circuit fuse and will light whenever this 
fuse blows. 


n. POWER SUPPLY, TEST DATA. - Infor- 
mation which will aid indetermining the perform- 
ance of the power supply circuit is as follows, 
Refer to figure 4-85 for the circuit location of 
test points and figures 5-148 and 5-149 for the 
physical location of test points, Perform the vol- 
tage and resistance measurements indicated on 
figure 5-214. 


o. KEYING AND PUSH-TO-TALK CIR- 
CUITS, CIRCUIT DESCRIPTION (see figure 4-56). 
Voltages for keying and push-to-talk operations 
are furnished from taps on the bleeder system of 
the self-contained power supply. Closing the key 
delivers 20/60 MA loop current to the keying line 
from a tap on the power-supply bleeder system, 
With the equipment set up for CW operation, 
this keying voltage operates the CW assembly 
in amplifier 1A2. The keying line also operates 
the push-to-talk circuits in the transmitter when 
the equipment is set up for AM or SSB operation. 
Closing the push-to-talk switch on the micoro- 
phone, operates relay K905 from voltage taps on 
the power-supply bleeder network. Contacts on 
relay K905 apply 20/60 MA loop current to the 
keying line, which operates the push-to-talk relay 
in the transmitter. 


p. KEYING AND PUSH-TO-TALK CIR- 
CUITS, TEST DATA, - Information which will 
aid in determining the performance of the keying 
and push-to-talk circuits is listed below. Refer to 
figure 4-85 for the circuit location of test points 
and figures 5-148 and 5-149 for the physical 
location of test points. 


(1) Press the push-to-talk switch, 
speak into the handset and listen for the operation 
of relay K905. 
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(2) Dial a random number on the 
EMISSION AND CHANNEL SELECTOR dial; the 
CHANNEL meter indicates the number dialed 
and the A7 SSB lamp lights. 


(3) Dial "A1"" on the EMISSION AND 
CHANNEL SELECTOR dial; the Al CARRIERCW 
lamp lights. 


(4) Dial "A3" on the EMISSION AND 
CHANNEL SELECTOR dial; the A3 AM lamp 
lights, 


q. TELEPHONE DIAL AND CHANNEL- 
INDICATOR CIRCUITS, CIRCUIT DESCRIPTION 
(see 4-57). - Telephone dial switch S903 is 
similar to the conventional type used in ordi- 
nary commercial telephone dials, except that 11 
dial positions instead of 10 are required toset up 
all the functions of equipment. The dial circuit 
is normally open and is pulsed to ground, the 
number of pulses corresponding to the number 
dialed. Dialing A, for example, produces 11 
pulses. Dialing a number 1 to 10 sets up the 
autotune system and consequently the transmitter 
and synthesizer circuits on the corresponding 
channel, and also turns on the filament and plate 
voltages if transmitter was in standby operation. 
The autotune system operates switch 1A8 S240A 
and position its arm on one of the taps of the 
voltage divider consisting of 1A48R240 through 
1A8R249, which is connected to the +300-volt 
output of the exciter voltage regulator through 
1A8R161. These taps correspond to the 10-channel 
positions of the dial, so that a different voltage 
for each channel is applied to CHANNEL IND. 
meter M901, to make the meter indicate the number 
of the channel selected. 


Dialing Al or A3 selects CW or phone 
transmission, respectively, as described in para- 
graph 4-6c 1 (a). Dialing any channel automatic- 
ally places equipment in the A7 (SSB) mode of 
emission, Dialing A9 turns off the high voltage, 
and dialing AO turns off the high voltage and the 
filament voltage of the RF 1A8 assembly. 


r. TELEPHONE DIAL AND CHANNEL 
INDICATOR CIRCUITS, TEST DATA, - Informa- 
tion which will aid in determining the perform- 
ance of the telephone-dial and channel-indicator 
circuits is listed below. Refer to figure 4-85 for 
the circuit location of test points and figures 5-148 
and 5-149 for the physical location of test points. 


(1) Set OF F-ON switch to ON. 

(2) Dial a random number on EMIS- 
SION AND CHANNEL SELECTOR dial; number 
dialed is indicated on CHANNEL meter. 


(3) Repeat step (2) above several 
times, each time using a different number. 
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Figure 4-52, Transmitter Control 2 and 3, Compressor Rectifier, Simplified Schematic Diagram 
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Figure 4-53. Transmitter Control 2 and 3, Compressor and Audio Bridge Circuit, Simplified 
Schematic Diagram 
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Figure 4-54. Transmitter Control 2 and 3, Audio Metering, Simplified Schematic Diagram 
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Figure 4-55. Transmitter Control 2 and 3, Power Supply, Simplified Schematic Diagram 
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Figure 4-56. Transmitter Control 2 and 3, Keying and Push-to-Talk Circuits, Simplified 
Schematic Diagram 
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Figure 4-57. Telephone Dial and Channel Indicator Circuits, Simplified Schematic Diagram 
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4-9, KEYER, FREQUENCY SHIFT KY-557/URT, 
UNIT 6, FUNCTIONAL DESCRIPTION, 


a. OVERALL FUNCTIONAL DESCRIP- 
TION (see figure 4-58), - The keyer consists of a 
keying functional section, 1-KC oscillator func- 
tional section, an output functional section, and a 
power supply functional section. The keyer rec- 
ceives a 20/60 MA key loop from TTY equipment, 
audio from transmitter control units 2 and 3, and 
upper and lower sideband audio from external 
phone lines. The keyer also accepts key closures 
from a telegraph key. Depending upon the input 
signal and the mode of operation, the keyer fur- 
nishes the following outputs: Upper and/or lower 
sideband audio from the transmitter control units; 
upper and/or lower sideband audio from external 
phone line; frequency shift keyed 2000 cycles (425 
cycles above and below 2000 cycles; 2425 cycles/ 
1575 cycles) from the 20/60 MA TTY key loop; 
frequency shift keyed 2550 cycles (425 cycles 
above and below 2550 cycles; 2975 cycles/2125 
cycles) from the 20/60 MA TTY key loop; inter- 
rupted 1-KC from closures of the telegraph key 
or from the 20/60 MA TTY key loop. 


The keying functional section consists 
of mark and space oscillators, triggering and 
gating circuits, and a divider circuit. When the 
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keyer is in the FSK mode of operation, the 20/60 
MA key loop input is translated into a frequency 
shift keyed output having a center frequency of 
2000 cycles or 2550 cycles. Actually, the center 
frequency of the FSK signal does not exist, it is 
really the average of the mark and space fre- 
quencies. When the keyer is in the 2000-cycle 
FSK mode, the output (when keyed by the 20/60 
MA TTY key loop) is either 2425 cycles or 1575 
cycles, which is actually an 850-cycle shift and 
not a 425-cycle deviation from 2000 cycles. When 
the keyer is in the 2550-cycle FSK mode, the out- 
put is 2975 cycles and 2125 cycles. The output 
of the keying functional section is applied to the 
output functional section. 


The 1-KC oscillator functional section 
consists of a 1-KC oscillator and a gating circuit. 
When the keyer is in the 1,000-cycle FSK mode of 
operation, the 20/60 MA TTY key loop input is 
translated into an interrupted 1000-cycle output. 
The 1-KC oscillator functional section also pro- 
vides on-off keying in accirdance with closures 
of the telegraph key. The output of the 1-KC 
oscillator functional section is applied to the 
output functional section, 


The output functional section consists 
of tone suppression, gating, and monitoring cir- 
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cuits. This functional sectionreceives 2000-cycle 
FSK or 2550-cycle FSK from the keying functional 
section, or an interrupted 1000-cycle signal from 
the 1-KC oscillator functional section. It also 
receives audio signals from transmitter control 
units 2 and 3, and upper and lower sideband audio 
from external phone lines, All signals leaving the 
keyer can be monitored visually using front panel 
meters which indicate signal level, or aurally by 
connecting a headset to a set of output monitoring 
jacks on the front panel. The output of the output 
functional section (keyer output) is applied to 
amplifier 1A2 in Radio Transmitter T-973/FRT- 
24A, 


The power supply functional section 
furnishes DC operating and control voltages to the 
assemblies in the keyer. 


b. OVERALL TEST DATA. - Information 
follows which will aid in determining the overall 
performance of the keyer. Refer to figure 4-86 
for the circuit location and figure 5-160 for the 
physical location of test points. 


(1) Setup the teletypewriter as follows: 


(a) Turn "DC power" switch to 
"off'' position. 


(b) Turn "line selector" switch 
to ''20"' position, 


(ec) Turn "motor switch" to "off" 
position, 


(d) Place "send-lock" switch in 
"send" position, 


(2) Set up the keyer as follows: 


(a) Turn TEST switch to LINE, 


(b) Turn FUNCTION LSB switch 


to OFF, 
(c) Turn FUNCTION USB switch 
to FSK, CW. 
(a) Set TONE SUPPR switch to 
OFF. 


(e) Turn DELAY control to its 
extreme counterclockwise position. 


(f) Adjust USB LEVEL ADJUST 
control so that pointer of meter directly above 
control is in center of red portion of meter dial. 


(g) Turn MODE switch to OFF. 
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(h) Connect oscilloscope across 
pins 3 and 4 of terminal board TB1 on rear panel 
of keyer. 


(i) Connect an ammeter between 
telepewriter and pin & or 9 of TB2 on rear panel 
of keyer. 


(j) Set KEYLINE INVERTER 
switch on rear panel of frequency shift keyer 
to NORM, with respect to TTY. 


(3) Turn "DC power" switch on tele- 
typewriter to ''on''; ammeter should indicate ap- 
proximately 30 MA. 


(4) Turn MODE switch to 2550~ FSK 
position and depress random keys on teletype- 
writer; ''mark" and "space" frequencies should be 
observed on the oscilloscope. 


(5) Set TONE SUPPR switch in ON 
position, turn DELAY control to its extreme 
clockwise position and depress LTRS key on 
teletypewriter; a signal appears instantaneously 
on oscilloscope or head phone connected to USB 
monitor and ceases after 10 seconds. 


(6) Set TONE SUPPR switch to OFF 
position and depress random keys on teletype- 
writer; a signal should be heard. 


(7) Repeat step (6) above with MODE 
switch turned to 1 KC, CW position. 


c. KEYING FUNCTIONAL SECTION, 
FUNCTIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION, - The keying functional 
section (see figures 4-59 and 4-86) is composed 
of key gate and 1-KC oscillator, A2, crystal oscil- 
lator, A3, crystal oscillator, A4, trigger and 
binary gate, A5, and divider, A6. Because the op- 
eration of the keyer is the same for 2000-cycle 
FSK, as it is for 2550-cycle FSK, only the 2000- 
cycle FSK operation will be described. With MODE 
switch, S2, in 2000~ FSK position, operating vol- 
tage (-12 VDC) is applied to crystal oscillator, A4. 
The crystal oscillator assembly contains two 
crystal oscillators (12.6 KC and 19.4 KC) which 
begin oscillating with the application of the -12 
VDC from MODE switch, S2.The 12.6-KC and 19.4 
KC outputs of crystal oscillator A4 are applied 
through MODE switch, S82, to trigger and binary 
gate, A5, Crystal oscillator, A3, also contains two 
crystal oscillator circuits (17.0 KC and 23.8KC). 
The 23.8-KC crystal oscillator circuit of A3 ob- 
tains its operating voltage directly from the keyer 
power supply and remains continuously energized. 
The 23.8-KC output of A3 is applied to key gate 
and 1-KC oscillator, A2. The 20/60 MA TTY key 
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Figure 4-59, Keyer 6, Keying Section, Block Diagram 


loop is also applied to key gate and 1-KC oscil- 
lator, A2, which keys the 23.8 KC. The keyed 
output is applied through TEST switch, S4, to 
trigger and binary gate, A5, which in turn gates 
the 12.6-KC and 19.4-KC input from crystal 
oscillator, A3, The gating circuit in A5 gates the 
12.6-KC and 19.4-KC signals in accordance with 
the mark and space inputs from the 20/60 MA 
TTY key loop, The gated (FSK) output of trigger 
and binary gate, A5, is applied through MODE 
switch, S2, to divider, A6. Divider, A6, divides 
the FSK signal (12.6 KC and 19.4 KC) by eight 
to produce the 2000-cycle FSK output (1575 cycles 
and 2425 cycles; 850-cycle shift), The output of 
divider, A6, is applied to the output functional 
section. DELAY control, R2, provides from 0 to 
10 seconds delay before termination of the keyer 
output, after completion of the teletype message. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA, - Information follows which 
will aid in determining the overall performance 
of the keying functional section. Refer to figure 
4-86 for the circuit location and figures 5-154 
through 5-159 for the physical location of test 
points, 


(a) Set up keyer as indicated in 


the note referenced in test points F ; 


ORIGINAL 


ew , 6x) , through (€E) and 


of figure 4-86 and perform measurements, 


(b) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(3) CRYSTAL OSCILLATORS, A3 and 
A4, CIRCUIT DESCRIPTION, (See figure 4-60). - 
The crystal oscillators generate frequencies of 
12.6 KC, 17 KC, 19.4 KC, and 23.8 KC, They con- 
sist of four separate oscillators, one for each of 
four different frequencies, but all of which have 
the same basic circuit configuration. Because 
of circuit similarity, only one, the 23.8-KC oscil- 
lator will be described and the same description 
will apply, with the exception of the crystal used 
and applicable component reference designation 
changes, to the other three oscillators. 


The crystal oscillator is of the 
series resonant type, using acrystalas the series 
resonant feedback element, and consists of emit- 
ter followers Q1 and Q3, amplifier Q2, and crystal 
Y1. When power is applied, current flows through 
emitter follower Q1 and is coupled by capacitor 
C1 to the emitter of amplifier Q2. The phase of 
the collector current of inverter amplifier Q2 is 
the same as the emitter current. The output of 


4-121 


Figure NAVSHIPS 0967 009 2020 AN/FRT-24A 


4-60 TROUBLE SHOOTING 
Ql Q2 Q3 
EMITTER INVERTER EMITTER 
FOLLOWER AMPLIFIER FOLLOWER 


23.8KC OUTPUT (A3) 
19.4KC OUTPUT (A4) 


paar cman 


RI3 


Q4 Q5 Q6 
EMITTER INVERTER EMITTER 
FOLLOWER AMPLIFIER FOLLOWER 


ec rf =] —lavoc 


I7O0KC OUTPUT (A3) 
12.6KC OUTPUT (A4) 


REF DESIG PREFIX 6A3 AND 6A4 


*12 6Kc CRYSTAL Y2,ASSEMBLY A4,IS SHUNTED BY CAPACITOR Cll. 


ASSEMBLY Yl y2 CENTER FREQ | 


A3 23.8KC 17,.0KC 2550%™ 
A4 19.4KC 12.6KC 2000 %™ 


156 -00800I 


Figure 4-60. Keyer 6, Crystal Oscillator, Simplified Schematic Diagram 


4-122 ORIGINAL 


AN/ FRT-24A 
TROUBLE SHOOTING 


inverter amplifier Q2 is coupled to the base of 
emitter follower Q3, whose output is coupled to 
applicable components of the keyer. A portion of 
the output of emitter follower Q3 is applied to one 
face of crystal Y1, which causes a mechanical 
displacement of the crystal, causing it to oscillate 
at a frequency of 23.8 KC. The other face of the 
crystal is connected to the base of emitter fol- 
lower Q1, causing its output to oscillate at a 
23.8-KC frequency, and is passed through the 
circuit as described previously. 


(4) CRYSTAL OSCILLATORS, A3 AND 
A4, CIRCUIT TEST DATA, - Information follows 
which will aid in determining the performance of 
crystal oscillators, A3 and A4, Refer to figure 
4-86 for the circuit location and figures 5-152 
and 5-155 for the physical location of test points. 


(a) Set up keyer as indicated in 
the note referenced in test points CB) through 
of figure 4-86 and perform measurements, 


(b) Refer to figure 5-218 for 
transistor element voltage measurements. 


(c) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 
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(5) KEY GATE, A2, CIRCUIT DES- 
CRIPTION. (See figure 4-61), - The key gate, 
which is part of key gate and 1-KC oscillator, 
A2, receives messages from a 20/60 MA TTY 
key loop and 23.8 KC from crystal oscillator, 
A3, It also receives key closures from a tele- 
graph key for "'on-off"' keying. The two outputs of 
the key gate are signals which vary from 0 to -5 
volts. One output is applied to output and sup- 
pression gate, A7, and the other output is applied 
through TEST switch, 84, to trigger and binary 
gate, A5. The key gate consists of two key gate 
amplifiers; a key gate, a recitifier circuit, a 
delay circuit, and two emitter followers. The 
23.8-KC input from crystal oscillator, A3, is 
applied to the base of key gateamplifier Q1. Base 
bias is set by a voltage divier (resistors R2 and 
R3) between -12 VDC and ground. The collector 
load for Q1 is the primary of transformer Tl. 
The secondary of T1 together with diodes CR1, 
CR2, and CR3 and the primary of transformer T2 
form a gating circuit. The gating circuit enables 
or inhibits the 23.8 KC applied to key gate ampli- 
fier Q2. When the 20/60 MA TTY is generating a 
"space" signal, current in the key loop ceases and 
inhibits the gate. With the gate inhibited, the 23.8- 
KCoutput of Q1 no longer is allowedto pass through 
the gate and thus is removed from the base of Q2. 
When the TTY is generating a message, the gating 
circuit is enabled and inhibited in accordance with 
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Figure 4-61. Keyer 6, Gate, Simplified Schematic Diagram 


ORIGINAL 


Paragraph 
4-9c(5) 


the "mark" and "space" input signal, which in turn 
starts and stops the 23.8 KC applied to key gate 
amplifier Q2. Base bias for Q2 is set by voltage 
divider resistors R5dand R6. The collector load for 
Q2 is the primary of transformer T3. The secon- 
dary of T3isappliedtotwo legs of bridge rectifier 
CR4 through CR7, The bridge rectifier converts the 
gated 23.8-KC input to a DC output. The output of 
the bridge rectifier is filtered by a single section 
capactive input filter consisting of capacitors C13 
and C3, choke L1, and resistor R8. The output of 
the filter is a -5-VDC potential that is applied to 
the base of emitter follower Q4 and the anode of 
diode CR8. The output of emitter follower Q4 is 
applied through TEST switch, S4, to trigger and 
binary gate, A5, When the gating circuitis inhibit- 
ed and there is no output from the bridge rectifier 
and filter circuit, diode CR8 conducts. Conduction 
of CR8 puts a positive potential on the base of 
emitter follower Q3 cutting Q3 off. A delay circuit 
consisting of resistors, R9 and R10, DELAY po- 
tentiometer, R2, and capacitor C4 provides from 0 
to 10-second delay before emitter follower Q3 is 
allowed to conduct. When the TTY is generating 
"mark" the gating circuit is enabled, the 23,8-KC 
is rectified by the bridge rectifier, filtered, and 
applied to emitter follower Q3. The output of Q3 
(-5 VDC) is applied totrigger and binary gate, A5. 
The output of the filter circuit also reverse biases 
diode CR8 which cuts it off and applies a negative 
potential on the base of emitter follower Q3. This 
negative potential causes Q3 to conduct and provide 
a -5-VDC ''mark" output to output and suppression 
gate 6A1A7. Refer to Handbook of Electronic Cir- 
cuits (NAVSHIPS 900,000.102) for description of 
semiconductor amplifier and emitter follower cir- 
cuits. When the keyer is in"'on-off' keying opera- 
tion, using a telegraph key, the key closures apply 
-5.2 VDC to the base circuits of emitter followers 
Q3 and @4 turning them "'on''. When the tele- 
graph key is open, emitter followers Q3 and Q4 
are turned "off". 


(6) KEY GATE, A2, CIRCUIT TEST 
DATA. - Information follows which will aid in 
determining the performance of the key gate. 
Refer to figure 4-86 for the circuit location and 
figures 5-152 and 5-154 for the physical location 
of test pcints. 


(a) Set up keyer as indicated in 


the note referenced in test points j . 
and (x) of figure 4-86 and perform 


measurements, 


(b) Refer to figure 5-217 for 
transistor element voltage measurements, 


(c) Refer to Maintenance Stan- 
dards Bock for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 
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(7) TRIGGER AND BINARYGATE, A5, 
CIRCUIT DESCRIPTION. (See figure 4-62). - The 
trigger and binary gate receives ''mark" and 
"space" signals (-5 VDC to 0 VDC) fromkey gate 
and 1-KC oscillator, A2, and "mark" and"'space" 
frequencies (19.4 KC and 12.6 KC/23.8 KC and 
17.0 KC) from crystal oscillators, A3and A4, The 
outputs of the trigger and binary gate are Schmitt 
trigger pulses which are applied to divider, A6, 
and to key gate and 1-KCoscillator, A2. The trig- 
ger and binary gate consists of two Schmitt trig- 
gers, an inverter amplifier, and an audio gate. 
When MODE switch, S82, is in the 2000~ FSK posi- 
tion, 19.4 KC and 12.6 KC are are applied to audio 
gate CR3 and CR4. With a "mark" input to the 
Schmitt trigger, Ql conducts and Q2 cuts off. 
When Q2 is at cutoff, -7 VDC appears at its col- 
lector and is applied through SENSE INVERTER 
switch, S3 (NORM position), to the anode of audio 
gate diode CR4. The -7 VDC is also applied to 
the base of inverter amplifier Q3. The inverted 
output (-0.8 VDC) of Q3 is applied through SENSE 
INVERTER switch, S3, to the anode of audio gate 
CR3. With -7 VDC applied to the anode of diode 
CR4, the diode becomes reverse biased and in- 
hibits the gate. With the gate inhibited the 12.6 
KC is not allowd through, however, the -0.8 VDC 
applied to the anode of CR3 enables this gate and 
allows the 19.4 KC to pass to the base of Q4. 
Transistors Q4 and Q5 form a Schmitt trigger 
which provides square wave outputs having a pulse 
repetition rate of 19.4 KC that is applied to di- 
vider, A6. With a "space" input toSchmitttrigger 
Q1 and Q2, Q1 cuts off and Q2 conducts. When Q2 
is conducting, -0.3 VDC appears at its collector 
and enables audio gate CR4. The inverted output of 
Q3 (-7 VDC) inhibits audio gate CR3. With CR4 
enabled, it allows the 12.6 KC to pass to the base 
of Q4, The output of the Schmitt trigger (Q4 and 
Q5) is now 12.6 KC. With SENSE INVERTER 
switch, S38, in INV position, the 'mark" and 
"space" output frequencies of the trigger and 
binary gate are reversed. Operation of the trig- 
ger and binary gate is the same for ''mark" and 
"space" frequencies of 23.6 KC and 17.0KC., 


(8) TRIGGER AND BINARYGATE, A5, 
CIRCUIT TEST DATA, - Information follows 
which will aid in determining the overall perform- 
ance of trigger and binary gate, A5. Refer to 
figure 4-86 for the circuit location and figure 
5-152 and 5-156 for the physical location of test 
points, 


(a) Set up keyer as indicated in 


the note referenced in test points (Bx) , 1), 


x) an of figure 4-86 and perform 


measurements. 


> 


(b) Refer to figure 5-219 for 
transistor element voltage measurements. 
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(c) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(9) DIVIDER, A6, CIRCUIT DESCRIP- 
TION. (See figure 4-63). - The divider receives 
frequency shift keyed trigger pulses from trigger 
and binary gate, A5. When MODE switch, 82, is in 
the 2550~ FSK position, the FSK trigger pulses are 
23.8-KC and 17.0-KC. When the switch is in the 
2000~ position, the FSK trigger pulses are 19.4 
KC and 12.6 KC. The output of thedivider at one- 
eighth the input frequency (2425 CPS/1575 CPS 
and 2975 CPS/2125 CPS) is applied through low- 
pass filter, Z1, to output and suppression gate, 
Av. The divider consists of three bistable multi- 
vibrators connected in cascade and a push-pull 
amplifier. The input trigger pulses are applied 
to multivibrator Q1 and Q2 and divided by two. 
The output of Q2 is applied to multivibrator Q3 
and Q4,. The divide-by-four output of Q4 is applied 
to multivibrator Q5 and Q6. The divide-by-eight 
output of Q5 is applied to push-pull amplifier 
Q7 and the divide-by eight output of Q6 is applied 
to push-pull amplifier Q8. The push-pull output 
developed across output level potentiometer R29 
is applied through low-pass filter, Z1, to output 
and suppression gate, A7. Refer to Handbook of 
Electronic Circuits NAVSHIPS 900,000.102 for 
description of multivibrators and push-pull amp- 
lifiers. 


(10) DIVIDER, A6, CIRCUIT TEST 
DATA. - Information follows which will aid in 
determining the overall performance of divider, 
A6. Refer to figure 4-86 for the circuit loca- 
tion and to figure 5-152 and 5-157 for the physical 
location of test points. 


(a) Set up keyer as indicated in 


the note referenced in test points and 


of figure 4-86 and perform measurements. 


(b) Refer to figure 5-220 for 
transistor element voltage measurements, 


(c) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


d. 1-KC OSCILLATOR FUNCTIONAL 
SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The 1-KC oscillator func- 
tional section (see figures 4-64 and 4-86) re- 
ceives "mark" and "Space" gating signal from 
trigger and binary gate, A5. When the keyer is 
in the 1,000-cycle FSK mode of operation, the 
20/60 MA TTY key loop input is translated into 
an interrupted 1,000-cycle output. The 1-KC os- 
cillator functional section also provides on-off 
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keying in accordance with closures of the tele- 
graph key. The interrupted output of the 1-KC 
oscillator functional section is applied to the out- 
put functional section. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA. - Information follows which 
will aid in determing the overall performance 
of the 1-KC oscillator functional section. Refer 
to figure 4-86 for the circuit location and figures 
5-152 and 5-154 for the physical location of test 
points, 


(a) Set up keyer as indicated in 


C), @), 


of figure 4-86 and per- 


the note referenced in test points 


Gi), @) , ana 


form measurements, 


(b) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(3) 1-KC OSCILLATOR, A2, CIRCUIT 
DESCRIPTION. - (See figure 4-65).- The 1-KC 
oscillator receives gating signals from trigger 
and binary gate, A5, and generates continuous 
wave signals which are routed to the output 
functional section. It consists of Colpitts oscil- 
lator Q5, a gate composed of diodes CR9 and 
CR10, emitter follower Q6, and amplifier Q7. 
For a description of the oscillator, refer to 
Handbook of Electronic Circuits NAVSHIPS 
900,000.102. The oscillator output is coupled 
through capacitor C8, potentiometer R17 and re- 
sistor R18 to the anode of diode CR9. The cath- 
odes of diodes CR9 and CR10 are held at a con- 
stant potential of 2.1 VDC by voltage divider 
resistors R19 and R20. When a "mark" signal is 
received by the trigger and binary gate, potentials 
of -0.3-VDC and -8-VDC are applied to the anodes 
of diodes CR9 and CR10, respectively. Applica- 
tion of these potentials forward biases CR9 and 
reverse biases CR10. Since CR9 is now forward 
biased (enabled), the 1-KC oscillator output is 
allowed through to the base of emitter follower 
Q6. The output of Q6 is applied to the base of 
amplifier Q7. The output of Q7 is applied through 
MODE switch, S82, and low pass filter, Z1, to 
output and suppression gate, A7. When a "space" 
signal is received by the trigger and binary gate, 
a -7-VDC potential is applied to the anode of diode 
CR9 and a -0.8-VDC potential is applied to the 
anode of diode CR10, thus CR9 is reverse biased 
and CR10 is forward biased, the 1-KC oscillator 
output is prevented from passing through the gate, 
and there is no 1-KC oscillator output. 


(4) 1-KC OSCILLATOR, CIRCUIT 
TEST DATA. - Information follows which will aid 
in determining the overall performance of the 1- 
KC oscillator portion of key gate and 1-KCoscil- 
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Figure 4-65. Keyer 6, 1-KC Oscillator Simplified Schematic Diagram 
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Figure 4-64, Keyer 6, 1-KC Oscillator Section, Block Diagram 


Q7 
IKC 
AMPLIFIER 
~I2vDC 
R26 $R29 
C124 IKC_ OUTPUT 
TO MODE 
SWITCH 
(S2A) 
<9 
Ree ecu 
+ 


REF DESIG PREFIX 6A2 
156- 008006 


ORIGINAL 


AN/ FRT-24A 
TROUBLE SHOOTING 


lator, A2. Refer to figure 4-86 for the circuit lo- 
cation and figure 5-151 for the physical location 
of test ponts. 


(a) Set up keyer as indicated in 


the note reference in test points Cr) ; Ce) ‘ 


and of figure 4-86 and perform measure- 


ments, 


(b) Refer to figure 5-217 for 
transistor element voltage measurements. 


(c) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(d) Critical adjustment: A1Li, 


e. OUTPUT FUNCTIONAL SECTION, 
FUNCTIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL SEC- 
TION DESCRIPTION. - The output functional 
section (see figures 4-66 and 4-86) is composed 
of output and suppression gate, A7, and audio 
metering assembly, A8. The output functional 
section receives FSK signals (2000 CPS and 2550 
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CPS) from the keying functional section, 1-KC 
on-off keying from the 1-KC oscillator functional 
section, audio from transmitter control units 2 
and 3, and external upper and lower sideband audio 
from phone lines. The output functional section 
monitors all signals leaving the keyer. The sig- 
nals can either be monitored visually using front 
panel meters or aurally using headsets connect- 
ed to the front panel monitor jacks. The output 
of the output functional section, either 2000-cycle 
FSK, 2550-cycle FSK, on-off keying (1-KC), 
phone line audio, or audio from the transmitter 
control units. is fed to amplifier 1A2 in the 
transmitter. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA, - Information follows which 
will aid in determining the overall performance 
of the output functional section. Refer to figure 
4-86 for the circuit location and to figures 5-152, 
5-158, and 5-159 for the physical location of test 
points. 


(a) Set up keyer as indicated in 
the note referenced in test ry (60) ; 
3) , and of figure 4-86 and perlorm 


measurements, 
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Figure 4-66. Keyer 6, Output Section, Block Diagram 
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(b) Refer to Maintenance Stan- 
dards Book for Radio Transmittng Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(3) OUTPUT AND SUPPRESSION 
GATE, A7, CIRCUIT DESCRIPTION. (See figure 
4-67). - The output and suppression gate receives 
FSK signals from the frequency shift keying 
functional section and 1-KC continuous wave 
signals from the 1-KC oscillator functional sec- 
tion and routes them to the transmitter con- 
trol units. It consists of emitter follower Q1, 
TONE SUPPRESSION switch 6A156, transistors 
Q2 and Q3 which comprise a Schmitt trigger, 
emitter follower gate Q4, tone amplifier Q5, 
relay driver Q6, and push-to-talk relay 6A1K1. 
A conditioning pulse from the key gate is applied 
to the base of emitter follower Q1 and passed to 
the base of Q2, Transistor Q2 is effectively out of 
the circuit when TONE SUPPRESSION switch S6 
is turned to OFF, since the output of Q1 is sent 
to ground. When TONE SUPPRESSION switch S6 
is set to ON, the output of Q1lis applied to the base 
of transistorQ2 to turn it on. Simultaneously 
transistor Q3 which was formerly conducting is 
now turned off and its negative going outputis ap- 
plied to the base of gate Q4 and relay driver Q6. 
The output of gate Q4 is applied to the emitter of 
tone amplifier Q5 to turn it on and allow it to 
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pass the output of the low pass filter, which may 
be either a frequency shifted or CW signal to 
transformer Tl. The output of the secondary of 
transformer Tl is one of the output circuits of 
the output and suppression gate and its signal is 
routed to the audio metering circuit. The output 
of relay driver Q6 operates a push-to-talk relay. 


(4) AUDIO OUTPUT AND SUPPRES- 
SION GATE, CIRCUIT TEST DATA. - Information 
follows which will aid in determining the overall 
performance of the output and suppression gate, 
A7, Refer to figure 4-86 for circuit location 
and figure 5-158 for the physical location of test 
points, 


(a) Set up keyer as indicated in 


the note referenced in test points (BQ) , (er), 
, , and of figure 4-86 and 


perform measurements. 


(b) Refer to figure 5-221 for 
transistor element voltage measurements, 


(ec) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 
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Figure 4-67. Keyer 6, Output and Suppression Gate, Simplified Schematic Diagram 
4-130 ORIGINAL 


AN/FRT-24A 
TROUBLE SHOOTING 


(5) AUDIO METERING, A8, CIRCUIT 
DESCRIPTION. (See figures 4-68 and 4-86). The 
audio metering circuit monitors the upper and 
lower sidebands from transmitter control units 
2 and 3 external audio, and the output of output 
and suppression gate, A7. It consists of bridge 
rectifier CR1 through CR4, and bridge rectifier 
CR5 through CR8. Since the configurations of the 
upper sideband and the lower sideband metering 
circuits are identical except that they have dif- 
ferent reference designations and that one is for 
upper and the other for lower sidebands, only the 
upper sideband will be described. When USB 
FUNCTION switch, S7, is turned to OFF. There 
are no inputs to the audio metering circuit and 
USB LEVEL meter, M1, indicates no input. When 
USB FUNCTION switch, S7, is turned to C-6466, 
the output of Transmitter Control C-6466/FRT- 
24A is applied through USB FUNCTION switch, S7, 
across the attenuator pad composed of R3, R4, and 
R5 to bridge rectifier CR1 through CR4. This 

causes a signal to appear at USB MONITOR 


R 
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FROM 
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jack, J1, whose level is indicated on USB LEVEL 
meter, M1. Portions of the output are also 
routed to amplifier 1A2 in the transmitter. 


(6) AUDIO METERING, CIRCUIT 
TEST DATA. - Information follows which will 
aid in determining the overall performance of the 
audio metering circuit, A8. Refer to figure 4-86 
for the circuit location and figures 5-157, 5-158, 
5-159 and 5-160 for the physical location of test 
points. 


(a) Set up keyer as indicated in 
the note referenced in test points and 
of figure 4-86 andperform measurements. 

(b) Refer to Maintenance Stan- 


dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 
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Figure 4-68. Keyer 6, Audio Metering Circuit, Simplified Schematic Diagram 
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f. POWER SUPPLY FUNCTIONAL SEC- 
TION, FUNCTIONAL SECTION DESCRIPTION. 


(1) OVERALL FUNCTIONAL, SEC- 
TION DESCRIPTION. - The power supply func- 
tional section (see figure 4-69) converts the 
115-VAC input to a -12-VDC and -26-VDC 
output which is applied to the operating circuits 
in the keyer. It consists of power transformer, 
T1, and power supply Al. 


(2) OVERALL FUNCTIONAL SEC- 
TION TEST DATA, - Information follows which 
will aid in determining the overall performance 
of the power supply functional section. Refer to 
figure 4-86 for the circuit location and to figure 
5-152 for the physical location of test points. 


(a) Measure voltage at testpoints 


(60) and () of figure 4-86. 


(b) Refer to Maintenance Stan- 
dards Book for Radio Transmitting Set AN/FRT- 
24A (NAVSHIPS 0967 009 2060). 


(3) POWER SUPPLY, A8, CIRCUIT 
DESCRIPTION, (See figure 4-70). - The power 
supply consists of bridge rectifier CR1 through 
CR4, filter capacitor Cl, resistor R1, and zener 
diode VRI1. It receives 20 VAC from power trans- 
former, Ti, and converts it to -26 VDC. The 
~26 VDC is dropped through resistor Rl and 
zener diode VR1 to -12 VDC. Refer to Handbook 
of Electronic Circuits NAVSHIPS 900,000.102 
for description of power supplies and regulator 
circuits. 


4-16. POWER SUPPLY PP-4242/FRT-24A,(1A4), 
FUNCTIONAL DESCRIPTION, 


a. OVERALL FUNCTIONAL DESCRIP- 
TION. - Power Supply PP-4242/FRT-24 (synthe- 
sizer power supply, see figures 4-73 and 5-188), 
receives 230-VAC, 60-CPS, primary power from 
the service supply 1A12 and supplies all the syn- 
thesizer (1A6) filament and DC voltage require- 
ments. The 230-VAC primary voltage is coupled 
through ON-OFF switch S1 tothe primary winding 
of power transformer Ti. The 230-VAC is also 
applied to power supply subassembly A2. The 
secondary of transformer T1 consists of five 
step-down windings. Secondary winding consisting 
of pins 5 and 6 stegsdownthe primary AC voltage 
to 33 VAC which is applied to full wave bridge 
rectifier CR1 through CR4. Refer to Handbook 
of Electronic Circuits (NAVSHIPS 900,000.102) for 
detailed description of a full wave bridge recti- 
fier. The output of bridge rectifier CR1 through 
CR4, +28 VDC, unregulated, is coupled through 
fuse F4 to the synthesizer. Blown fuse indicator 
lamp DS4 lights when fuse F4 blows. Secondary 
winding consisting of pins 7 and € steps down the 
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primary AC voltage to 34 VAC which is applied 
to full wave bridge rectifier CR5 through CR8. 
The output of bridge rectifier CR5 through CR8, 
at +28 VDC, is filtered by capacitor Cl and 
coupled through fuse F6 to the synthesizer. Blown 
fuse indicator lamp DS6 lights when fuse F6 flows. 
A portion of the output, developed across voltage 
divider A3R4, A3R8, and A38R9, is compared by 
comparator A3Q2 with a reference established 
by zener diodes A3VR3 and A3VR4. The resultant 
error is amplified by driver A3Q1 and applied to 
regulator Q1 and Q2 changing the bias on Q1. An 
increase in the output voltage increases the base 
bias of regulator Q1, thereby decreasing the out- 
put voltage. A decrease in the output voltage 
decreases the base bias of Q1, therebyincreasing 
the output voltage. Secondary winding consisting of 
pins 9 and 10 steps down the primary AC voltage 
to 28 VAC which is applied to full wave bridge 
rectifier CR9 through CR12. The output of bridge 
rectifier CR9 through CR12, at -36 VDC, is filter- 
ed by capacitor C3, coupled through fuse F5, 
dropped to -12 VDC (by resistor R1 and zener 
diode A3VR5) and applied to the synthesizer. 
Blown fuse indicator lamp DS5 lights when 
fuse F6 blows. A portion of the output developed 
across voltage divider A3R17, A3R20, and A3R21, 
is compared by comparator A3Q3 with a re- 
ference established by zener diode A3VR6 in 
the same manner described above. Secondary 
winding consisting of pins 13 and 15 steps 
down the primary AC voltage to 13 VAC which is 
applied to full wave bridge rectifier CR13 through 
CR16. The output of bridge rectifier CR13 through 
CR16, at -14 VDC is filtered by capacitor C4 
coupled through fuse F8 and dropped to -6.3 VDC 
by regulator Q5 and applied to the synthesizer 
filament circuits. A portion of the output, develop- 
ed across voltage divider A3R26, A3R380, and 
A8R31, is compared by comparator A3Q5 with a 
reference established by zener diode A3VR7. The 
resultant error is amplified by driver A3Q6 and 
applied to regulators Q6 and Q@5 as described 
above. 


b. OVERALL TEST DATA, - Information 
which will be helpful in determining the overall 
performance of the power supply circuit is des- 
cribed below. Refer to figure 4-73 for circuit lo- 
cation and to figure 5-70 for physical loction of 
test points. The test equipment required is a 
VTVM (refer to Section 1 for type designations). 


Note 


Refer to the servicing block diagram of 
this functional section at the end of Sec- 
tion 4 for additional test data. 


(1) +28-VDC unregulated oytput (+28 
V UNREG test points and GROUND) Oe +28 
VDC. 
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Figure 4-69. Keyer 6, Power Supply Section, Block Diagram 
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Figure 4-70. Keyer 6, Power Supply, Simplified Schematic Diagram 
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(2) +28 VDC regulated output (+28V 


KEG test point and GROUND) +28 VDC. 
(3) +12 VDC regulated output (+12V 
REG test point and GROUND +12 VDC. 
(4) -24 VDC ie d output (-24V 


REG test point and GROUND) -24 VDC. 


(5) -12 VDC regulated output (-12V 
REG test point and GROUND) (44y: -12 VDC. 


(6) 4115 VAC output (115 VAC SEC 
test points) (oy 115 VAC, 


(7) 


points) : 


(8) Refer to paragraph 5-2 for adjust- 
ment procedures, 


6.3 VDC output (6.3 VDC FIL test 
6.3 VDC. 


(9) Refer to figure 5-188 for transistor 
voltage measurements. 


(10) Refer to Maintenance Standards 
Book for Radio Transmitting Set AN/FRT-24A, 


c. POWER SUPPLY SUBASSEMBLY A2, 
CIRCUIT DESCRIPTION. - The power supply sub- 
assembly (see figure 5-189) receives 230 VAC 
from the power supply assembly and supplies 
+185 VDC, regulated to synthesizer 1A6. The 
230-VAC input is rectified by full wave bridge 
rectifier CR1 through CR4 and applied to filter 
capacitor Cl and C2, The output of the filter is 
applied through series regulators Q1 and Q2 and 
amplifier Q3 to terminal 1 and 11 of TB2. 
A portion of the output is compared by differential 
comparator Q7 and Q8 with a reference voltage 
developed by zener diode VR2. The resultant error 
is applied to emitter-followers Q5 and Q6, vary- 
ing current gain, and coupled through driver Q4 
to amplifier Q3 changing its bias. An in- 
crease in the output voltage causes an increase 
in the base current of Q3, which decreases the 
output voltage. Transistors Q1 and Q2 are normal- 
ly saturated, and because oftheir resistance, have 
no effect on the regulating circuit. Zener diode 
VR1 sets the bias at the base of Q2. An increase 
in conduction through resistor R4 increases 
the negative voltage at the emitters of Qland Q2, 
which pulls Q1 and Q2 out ofsaturationand allows 
them to absorb any additional voltage which Q3 
does not regulate, If either capacitor Cl or C2 
is shorted, the fuse blows, and diode CR9 pro- 
tects regulator transistor Q1, Q2 and Q3 from 
the discharge of capacitor C4. If capacitor C4 
shorts, the fuse blows and diode CR11 protects 
Q8 from the discharge of capacitor C7. A sa- 
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turating bias supply protects the series regula- 
tors Ql and Q2 from any excessive voltages, 
which may occur if the output of the power supply 
is shorted and there is no feedback to the driver 
Q4. Loss of feedback to the driver Q4 would cause 
the entire output of the power supply to appear 
across Q1, Q2 and Q3. By maintaining a minimum 
forward bias on driver Q4, regulators Q1, Q2, 
and amplifier Q3 never become completely non- 
conductive. Fuse F7 andblown fuse indicator lamp 
DS7 are connected to terminal 8 and 18 of the power 
supply. When F7 blows DS7 lights. 


d. POWER SUPPLY SUBASSEMBLY, 
TEST DATA. - Information which will be helpful 
in determining the overall performance of the 
power supply subassembly circuit is listed below. 
Refer to figure 4-73 for circuit location and 
figures 5-70 and 5-72 through 5-75 for the physi- 
cal location of test points. 


(1) +180 VDC regulated output (+180 
REG test point and GROUND) (62) : +180 VDC, 

(2) Refer to paragraph 5-2 for ad- 
justment procedure. 


(3) Refer to figure 5-189 for transis- 
tor voltage measurements. 


4-11, POWER SUPPLY PP-4243/FRT-24A,(1A7), 
FUNCTIONAL DESCRIPTION, 


a. OVERALL FUNCTIONAL DESCRIP- 
TION. - Power Supply PP-4243/FRT-24A (exciter 
power supply, see figures 4-82 and 5-206) re- 
ceives 230 VAC, 60 CPS from service supply 1A2 
and furnishes all of the converter (1A3) andamp- 
lifier (1A2) voltage requirements. The 230-VAC 
input is applied to the primary windings of power 
transformers T1001 and T1002. The output of 
T1001 is rectified by full wave rectifier V1001 
and V1002. The output of the rectifier is filtered 
by choke input filter consisting of inductor L1001 
and capacitors C1001, C1002, C1008, and C1010, 
The 270-VDC output of the filter is dropped to 
185-VDC by resistor R1016 and is applied to the 
amplifier (1A2). Refer to Handbook of Electronic 
Circuits (NAVSHIPS 900,000,102) for a descrip- 
tion of the full wave rectifier and choke input 
filter circuits. The output from the high voltage 
secondary windings (pins 9 and 10, and 11) of trans- 
former T1002 is rectified by full wave rectifier 
V1004, The output of the rectifier is filtered by 
choke input filter consisting of inductors L1002 
and L1003, and capacitors C1003, C1004, and 
C1009. The 240-VDC output of the filter is 
dropped to +185-VDC by resistor R1014 and 
applied to the converter (1A3). The output from 
the high voltage secondary winding (pins 9 and 11) 
of transformer T1002 is also rectified by half 
wave rectifier CR1005 and CR1006. The output of 
the rectifier is filtered by resistor input filter 
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consisting of resistors R1012 and R1013, and 
capacitors C1005, C1006, and C1007. The -30- 
VDC output of the filter is applied to the con- 
verter (1A2). The outputs from the 6.3-VAC 
secondary windings of transformer T1002 (pins 
12 and 13, and pins 14 and 15) and of transform- 
er T1001 (pins 12 and 13) are connectedin series 
and applied to full wave bridge rectifier 
A1CR1001 through A1CR1004, The output of the 
bridge rectifier is filtered by capacitor input 
filter consisting of capacitors A1C1011 and C1012, 
and resistor A1R1009. The output of the filter is 
dropped to -10 VDC by resistor R1015 and applied 
to the converter (1A3). Refer to Handbook of Elec- 
tronic Circuits (NAVSHIPS 900,000.102) for a 
description of half-wave rectifier and full-wave 
bridge rectifier circuits. Application of primary 
115-VAC power to the amplifier (1A2) and con- 
verter (1A3) is controlled by switch S1002A and 
S$1002B respectively. The 185-VDC and -30-VDC 
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outputs of the power supply and the 240-VDC and 
270-VDC outputs of the two choke input filters 
are monitored on meter M1001 in conjunction 
with switch $1003. 


b. OVERALL TEST DATA. - Information 
which will be helpful in determining the overall 
performance of the Power Supply PP-4243/FRT- 
24A circuit is as follows. Refer to figure 4-82 
for circuit location and figures 5-119 through 
5-122 for physical location of test points. Perform 
voltage measurements as indicated in table 3-15. 
Refer to Maintenance Standards Book for Radio 
Transmitting Set AN/FRT-24A. 


Note 
Refer to the servicing block diagram of 


this functional section at the end of Sec- 
tion 4 for additional test data, 
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AGC SWITCH ((A2A1S5)-OFF 


[ 
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| 6. MEASUREMENTS TAKEN WITH 


ELECTRONIC MULTITESTER 
AN/USM-I16 
7% P/O INDICATES PART OF 


156-008012 


Figure 4-71, Amplifier 1A2, Servicing Block Diagram (Sheet 1 of 2) 


ORIGINAL 4-137 
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(SEE NOTES 
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3. 
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AN/FRT-24A 
TROUBLE SHOOTING 
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(SEE NOTES 
5,6 AND 9) 
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(SEE NOTES 
5, 6 AND 9) 
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ORIGINAL 
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4-71 


PHASE 
DETECTOR 


IMC, 2.55V P-P SEE TABLE 3-8 #5-0-25.0A 

(0.9V RMS) @) 

(SEE NOTES 6 AND 9) TU 
8 P/O Jl 
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“| 5 


CRI & CR2 
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IMC TUNE 
Or 


! 


P 


IMC OUTPUT ADJ 
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? 
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IMC OUT) SYNTHESIZER [A6 


IMC, 4.25V P~P 
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(SEE NOTES 4, 6 AND 9) 


he ee) 


P/O Jl 


NOTES: 


|. HEAVY LINES INDICATE MAIN SIGNAL PATHS. 

LIGHT LINES INDICATE AUXILIARY OR SECONDARY SIGNAL 

PATHS. 

3. LETTERS AND NUMBERS OUTSIDE TUBE AND TRANSISTOR 
BLOCKS INDICATE ELEMENT AND PIN (SOCKET) NUMBERS. 
NUMBERS ON COILS AND TRANSFORMERS INDICATE 
TERMINAL NUMBERS. 

4 OPERATING CONTROL SETTINGS: 

REF SEL SWITCH (IA2ZAIS3) — INT REF ONLY 

ON-OFF SWITCH (1A7SI001) — ON 

5. OPERATING CONTROL SETTINGS: 

REF SEL SWITCH (IA2AIS3) — EXT REF ONLY 
ON-OFF SWITCH (IA7SIOOI) —ON 
VOLTAGE MEASUREMENTS TAKEN WITH OSCILLOSCOPE AN/USM-—IOSA. 


VOLTAGE MEASUREMENTS TAKEN WITH MULTIMETER AN/USM—ii6. 

P/O INDICATES PART OF. 

VOLTAGE MEASUREMENTS .SHOWN IN PARENTHESIS TAKEN WITH CCVO-9ICA VTVM. 
IVRMS = 2.8V P~P, 


» 


SO OMND 


REF DESIG PREFIX {A2Al 


1s6-008012 


Figure 4-71. Amplifier 1A2, Servicing Block Diagram (Sheet 2 of 2) 
4.139,4-140 
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SYNTHESIZER !A6 i T PLATE PLATE PLATE 
l v v BAND BAND BAND 
eet AS Ey \ TUNE TUNE TUNE 
So ee ; —; ; | | _ ie co T4 ces «18 cai oT12 | 
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| 2N709 2Nr09 (SEE NOTE 7) d / (SEE NOTE 7) MOTOR \ 
\ 
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a Se ee —- sy -Yz fos oS Re 
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(SEE NOTE 4) ADU ® 
RI Q S, 
OOKC 450 KC H 
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| @ l @ Qce boca a Cs) ar |: I a an y ae Ad 
. C3 ae RI t $654/6AK5W 
TI rine R2 MIXER BAL’ T3 TUNE ef? 450KC/ 1750 KC, S65 MVP-P{PIB _@iever | 3! i7 7 © 
fe @r1ri i750KC I750KC DISCONNECTED) Bets T al CG LEVEL ADJ esa | 
56.5MVP -P iF RELAY 450MVP-P(PI8 1P4G 
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|, HEAVY LINES INDICATE MAIN SIGNAL PATHS; LIGHT LINES INDICATE AUXILIARY OR SECONDARY SIGNAL PATHS. 
LETTERS AND NUMBERS OUTSIDE TUBE AND TRANSISTOR BLOCKS INDICATE ELEMENT AND PIN (SOCKET) NUMBERS, 
NUMBERS OUTSIDE TRANSFORMER BLOCKS INDICATE TERMINAL NUMBERS, 

FREQUENCY MEASUREMENTS TAKEN WITH FREQUENCY COUNTER CAQI-—5240. 


CONTROL SETTINGS: SYNTHESIZER MANUAL SETTING DIGITAL SWITCHES TO I78500 BAND "A" SELECTED SSB MODE OF EMISSION. 
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REF DESIG PREFIX IA3AI 


156-008013 


Figure 4-72. Converter 1A3, Servicing Block Diagram 


ORIGINAL 


4-141,4-142 
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REF DESIG PREFIX iA4d 
I8E-OOBCI4 


Figure 4-73, Synthesizer Power Supply 1A4, Servicing Block Diagram 
ORIGINAL 4-143,4-144 
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TROUBLE SHOOTING 4-74 
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REF DESIG PREFIX IAGAI 156 - 008015 


Figure 4-74. Synthesizer 1A6, Reference Circuits, Servicing Block Diagram 
ORIGINAL 4-145,4-146 
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TROUBLE SHOOTING 4-75 
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NOTES: 
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LIGHT LINES INDICATE AUXILIARY OR SECONDARY SIGNAL PATHS. 


| 

| 
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(NOTE 5) 

| 

| 


2. LETTERS AND NUMBERS OUTSIDE TUBE BLOCKS INDICATE 
ELEMENT AND PIN (SOCKET) NUMBERS. 


% 3. CONTROL SETTINGS: ON-OFF SWITCH (IA4Si)-ON 
MANUAL CHANNEL DIGITAL SWITCHES—I60055. 


4. MEASUREMENTS TAKEN WITH OSCILLOSCOPE AN/USM-IOSA. 


5. MEASUREMENT TAKEN WITH MULTIMETER AN/USM-1I6. 
6. | VRMS = 2.8V P-P. 


REF DESIG PREFIX IA6AI 156 —OO80I6 


Figure 4-75. Synthesizer 1A6, 10-KC Loop Circuits, Servicing Block Diagram 
ORIGINAL 4-147,4-148 


AN/FRT-24A NAVSHIPS 0967 009 2020 Figure 
TROUBLE SHOOTING 4-76 


* 
32.5 MC 
(av) 6VRMS 
(NOTE 5) 
Pp PHASE 
DETECTOR AMPLIFIER X10 MULTIPLIER 
/ ORIVER 
a A4v4 5702 A4aVS 5702 A4V6 5702 


¢ 
Esa / 
- DRIVER TUNE Z Z) fas 
V ASE A4L7 3.25MC 
$ | tooKe AMPL TUNE MULT TUNE (au) 60 V P-P 


rr ee ee 


j+-T->I | PuLses (NOTE 4) 
tzlousec | 
V=40 7 
(NOTE 4) SHAE 3.25MC é 
1OOKC REFERENCE REACTANCE VARI ABLE G  7VvP-P 
A4E37 3.21 TO 3.30MC 
PULSE FROM DETECTOR CONTROL FREQUENCY (NOTE 4) cers ad = OUTPUT TO 
SUES re ee NGR en i A4A2CRI-A4A2CR2 A4AS5CRI OSCILLATOR THIRD MIXER 
A4L1,A4TI, A4CRI A4VIO 5702 AloA2 
IN3064 HC7002 A4v9 5703 |5 5 
/ * 
Z) 3.25MC 
0.8 VP-P 
| A4LI 3 
IKC (NOTE 4) 
| Boe. TENE INCREMENTAL A4C73 
BUFFER TUNE 
RELAYS 
A2A3 J (34) SEE TABLE 3-12 
ee arena e ae e 
SWEEP IKC 
ane ’ test METER] 
neue INCR MONITOR 
2 6021 | 
[ —— 
(AW), 02 VDC MAX 
( NOTE 5) 
{ 
( 
NOTES: 
I. HEAVY LINES INDICATE MAIN SIGNAL PATH; 
LIGHT LINES INDICATE AUXILIARY OR SECONDARY 
REF DESIG PREFIX IAGAI 156-008017 


SIGNAL PATHS. 


2. LETTERS AND NUMBERS OUTSIDE TUBE BLOCKS INDICATE 
ELEMENTS AND PIN (SOCKET) NUMBERS. 
3. *% CONTROL SETTINGS: 
ON-OFF SWITCH (IA4SI) ON. 
MANUAL CHANNEL DIGITAL SWITCHES 160055. 
4. MEASUREMENTS TAKEN WITH OSCILLOSCOPE AN/USM-I05A. 


MEASUREMENTS TAKEN WITH MULTIMETER AN/USM-II6. 
6. | VRMS = 2.8VP-P. 


bi 


Figure 4-76. Synthesizer 1A6, 1-KC Loop Circuits, Servicing Block Diagram 


ORIGINAL 4-149, 4-150 
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|. HEAVY LINES INDICATE MAIN SIGNAL PATHS, 
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*3. CONTROL SETTINGS: 
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REF DESIG PREFIX IA6AI 


4. MEASUREMENTS TAKEN WITH OSCILLOSCOPE AN/USM-IO5A. 


5. MEASUREMENT TAKEN WITH MULTIMETER AN/USM-II6 AND 156-008018 
| MEGO DECOUPLING RESISTOR. 


6. | VRMS = 2.8 VP-P. 


Figure 4-77. Synthesizer 1A6, 100-Cycle Loop Circuits, Servicing Block Diagram 
ORIGINAL 4-151,4-152 
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NOTES: 
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3.% CONTROL SETTINGS: 
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5. | VRMSa 2.8V P-P. 
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Figure 4-78. Synthesizer 1A6, Incremental Divider Circuits, Servicing Block Diagram 
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Figure 4-79. Synthesizer 1A6, Main Loop Circuits, Servicing Block Diagram 
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Figure 4-80. Synthesizer 1A6, 1.75 MC Assembly, Servicing Block Diagram 
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Figure 4-81. Synthesizer 1A6, Digital Timing Memory (Programmer), Logic Diagram 
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Ut RECTIFIER K te 

Viool-vioo2 =f. FILTER 


SR4W Soma ive 
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NOTES: 


|. HEAVY LINES INDICATE MAIN SIGNAL PATHS; LIGHT LINES 
INDICATE AUXILIARY OR SECONDARY SIGNAL PATHS. 


2. LETTERS AND NUMBERS OUTSIDE TUBE BLOCKS INDICATE 
ELEMENT AND PIN (SOCKET) NUMBERS. NUMBERS OUTSIDE REP Deale Pers day 
TRANSFORMER BLOCKS INDICATE TERMINAL NUMBERS. 


3. MEASUREMENTS TAKEN WITH ELECTRONIC MULTIMETER AN/USM-IIC. 156 -008023 
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Figure 4-82. Exciter Power Supply 1A7, Servicing Block Diagram 
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I PA FIL V X10 
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REF DESIG PREFIX {AB 
ae So ie Tossa peers aie ae eaerrrer 
Figure 4-83. RF Assembly 1A8, Servicing Block Diagram 
ORIGINAL 4-163,4-164 
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NOTES: 
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Figure 4-84. Power Supplies 1A10, 1A11, and 1A12, Servicing Block Diagram 


ORIGINAL 4-165,4-166 


AN/FRT-24A NAVSHIPS 0967 009 2020 
TROUBLE SHOOTING 
R903 jrsoe 
ie S e a 
P/O TB9O1 ! 
a 
! AUDIO AMPLIFIER COMPRESSOR OUTPUT AUDIO AMPLIFIER dss COMPRESSOR RECTIFIER aos 
V9OIA v90iB v902A v9028 adie v903A {= V9038 v904a—s|_—Ssé9048 P/0 TB9O! 
600 | 172 12AT7WA veieatowa | 1/2 12AT7WA V2 12ATTWA | 1/2 12AT7WA 1/2 12AT7WA | V2 12AT7WA sie 
OHM t 
AUDIO k]3,6 K13,8 
INPUT 
600 OHM 
LINE TO 
| { Frequency 
| SHIFT 
KEYER 
< w0 


| OPERATING 
RIIS CHANNEL 
METER AMPLIFIER R928 R922 NUMBER 
G WOOSA Vooee 6 (48) INPUT=OVU NOMINAL OR 3VU MAXIMUM 
3 | > RIT pile M902 OUTPUT-OVU NOMINAL OR 3VU MAXIMUM ie COMPRESSION 
ve iat7wa | 172 2AT?WA [AUDIO LEVEL] SET 


KI3 K[8 


REF DESIG PREFIX 2 AND 3 


LIGHTS IN A7 MODE 
OF EMISSION 


NOTES: 


|, HEAVY LINES INDICATE MAIN SIGNAL PATHS; 
LIGHT LINES INDICATE AUXILIARY OR 
SECONDARY SIGNAL PATHS. 


2. LETTERS AND NUMBERS OUTSIDE TUBE BLOCKS 
! INDICATE ELEMENT AND PIN (SOCKET) NUMBERS. 


3. NUMBERS OUTSIDE TRANSFORMER BLOCKS 
INDICATE TERMINAL NUMBERS. 


LIGHTS | 
INAS MODE | 
OF EMISSION 


LIGHTS IN 
Al MODE 
OF EMISSION 


| | k903 EMISSION AND 
AM RELAY CHANNEL 
SELECTOR 


POWER 
P4] = RECTIFIER 
v906 


te ee 


AM 
SENSITIVITY 


145 VAC 
60 CPS 


6 
pet ae ee 
50-60 CPS 7904 INPUT 
FILTERS 


? pusH-TO- 
TALK RELAY 


ee 186-008026 


Figure 4-85, Transmitter Control 2 and 3, Servicing Block Diagram 
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NOTES: 
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LIGHT LINES INDICATE AUXILIARY OR SECONDARY 
SIGNAL PATHS. 

2. LETTERS OUTSIDE TRANSISTOR BLOCKS iNDICATE 
ELEMENTS. NUMBERS ON COILS AND TRANSFORMERS 


INDICATE TERMINAL NUMBERS. 


4. OPERATING CONTROL SETTINGS: 


3. OPERATING CONTROL SETTINGS: 
MODE SWITCH (S2)-2550 ~ FSK 
USB FUNCTION SWITCH (S87) FSK CW 
LSB FUNCTION SWITCH (S8) FSK CW 
USB LEVEL ADJ(R3) RED LINE ON MI 
LSB LEVEL ADJ(R6) RED LINE ON M2 
TONE SUPPR SWITCH (S6) ON 


TEST SWITCH (S4)-MARK 
DELAY CONTROL (R2) FULLY COUNTERCLOCKWISE. 


MODE SWITCH (S2) 2000 ~\ FSK 

USB FUNCTION SWITCH(S7) FSK CW 
LSB FUNCTION SWITCH (S8) FSK CW 
USB LEVEL ADJ(R3) RED LINE ON MI 
LSB LEVEL ADJ (R6) RED LINE ON M2 
TONE SUPPR SWITCH (S6) ON 


TEST SWITCH (S4) MARK 
DEL AY CONTROL (R2) FULLY COUNTERCLOCKWISE 


5. OPERATING CONTROL SETTINGS: 


MODE SWITCH ($2) 
USB FUNCTION SWITCH (S7) FSK CW 


1000 % CW 


LSB FUNCTION SWITCH (S8) FSK CW 
USB LEVEL ADJ(R3) RED LINE ON MI 
LSB LEVEL ADJ(R6) RED LINEON M2 
TONE SUPPR SWITCH (S6) ON 


TEST SWITCH ($4) LINE 
DELAY CONTROL (R2) FULLY COUNTERCLOCKWISE 


MODE SWITCH (S2) 2000 ~U FSK 

USB FUNCTION SWITCH {S7) FSKCW 
LSB FUNCTION SWITCH (S8) FSKCW 
USB LEVEL ADJ (R3) RED LINE ON MI 
LSB LEVEL ADJ(R6) RED LINE ON M2 
TONE SUPPR SWITCH (S6) ON 


TEST SWITCH ($4) LINE 
DELAY CONTROL (R2) FULLY COUNTERCLOCKWISE 


OPERATE PUSH-TO-TALK SWITCH ON HANDSET. 
EXPLANATION OF SYMBOLS PLACED AT WAVEFORMS 


V = PEAK VOLTAGE 
T = DURATION OF THE PORTION OF THE 


WAVEFORMS INDICATED. 
WAVEFORMS RECORDED USING OSCILLOSCOPE AN/USM-IO5A. 


PA INDICATES PART OF 


Figure 4-86. Keyer 6, Servicing Block Diagram 
4-169,4-170 
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